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INTRODUCTION 


This  study  was  conducted  for  the  U.S.  Army  by  the  Department  of  Energy 
under  contract  to  the  Computer  Sciences  Corporation,  Washington  D.  C.  The 
study  consists  of  a  thorough  analysis  of  the  Facilities  Engineering  Annual 
Summary  of  Operations,  "Red  Book",  for  fiscal  years  1975  through  1979  in 
order  to  develop  energy  performance  indicators  for  and  a  profile  of  energy 
use  in  Army  facilities  within  the  United  States.  This  report  presents 
statistical  data  at  a  detailed  level  for  each  U.S.  Army  Installation  and 
aggregated  by  each  Major  Command  and  for  the  fifty  United  States.  Summary 
data  for  the  Army  world-wide  are  also  included. 

The  "Red  Book"  data  is  compiled  from  Major  Command  (MACOM)  Technical  Data 
Reports,  DA  Form  2788  Series  prepared  under  the  provisions  of  AR  420-16. 
These  MACOM  reports  include  "Installation"  statistical  data.  The  use  of 
the  term  "Installation"  throughout  this  report  refers  specifically  to 
"reported"  Installations,  which  include  sub-activities.  For  example,  a 
single  report  identifies  Tooele  Army  Depot  as  a  single  reported  Install¬ 
ation,  but  the  data  includes  sub-activities  such  as  Pueblo  Army  Depot, 
Umatilla  Army  Depot,  Ft  Wingate  Army  Depot  and  Navajoe  Army  Depot.  Con¬ 
versely,  sub-activities  are  frequently  reported  separately,  such  as  Ft. 
Lawton,  a  sub-activity  of  Ft.  Lewis.  In  this  case.  Ft.  Lawton,  as  a 
reported  Installation,  is  treated  the  same  as  Ft.  Lewis  and  is  reported 
upon  within  this  report. 


The  data  elements  which  were  extracted  from  the  "Red  Book"  include  pop¬ 
ulation  served,  air  conditioning  capacity  and  real  property  inventory 
(with  gross  square  feet  by  category  for  Installations).  The  original  MACOM 
reports  were  used  to  obtain  other  data,  such  as  resident  and  non-resident 
population  and  energy  consumption,  thermal  and  purchased  electric.  These 
data  elements  were  then  correlated  with  each  other  to  produce  performance 
indicators  of: 


•po 


1 .  Energy  Consumption  &  PO 

2.  Thermal  En  Con*  &  PO 

3.  Electrical  En  Con*  B  PO 

4.  Resident  Imputation  St  PO 

5.  Non  W—dni  Population  B  PD 

8.  Population  Served”  b  PO 

7.  Effect**  Ptoptdstian’’’  b  PO 
8  En  ConeumptiotWPop  Served  B  PO 

9.  En  CaneumpdcrVEft  Pop  B  PO 


10.  Efectric  En  Conumprionffllffenl  Population 

11.  Instated  Air  Cond  Capacity  ft  PD 

12.  Elec  Energy/Ton  o»  Air  Cond  B  PO 

13.  Real  Property  Inventory  IRPI)  B  PO 

14.  RPf/Effacthre  Population 

16.  Enatgy  Conaumption/GSF  B  PO 

16.  Thermal  En  Coneumprion/GSF  B  PO 

17.  Eiactrical  En  Conaumppon/CSF  B  PO 


Deviation  from  Baa*  Yaat  ’’Population  Sarvad  is  tha  total  Resident  6  Non  Resident  Population 


•”ER  Pop  I*  Rnidim  +  113  Nun  Raaidara 

The  composition  of  the  Real  Property  Inventory,  by  category,  is  also 
included  on  each  Installation  Data  Sheet.  It  includes: 


18.  RPt  by  Category 
Training 
Mwmnincft  & 

Research.  Development  0  Tearing 
Storage 

Other  Covered  Storage 
Hoepiul  £*  Metbcel 


Adnwitafration 
Bachtior  Houang 
Community  FacMdas 
Family  Housing 
Operational  BudtSnga 
Utility  Building* 

Other 
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The  base  year  used  in  this  study  is  fiscal  year  1975,  and  comparisons  to 
the  base  were  made  icr  fiscal  years  1976,  1977,  1978  and  1979.  Data  sheets 
were  prepared  containing  the  above-mentioned  data  elements  by  year  for 
each  Installation  and  summarized  for  each  MACOM  and  the  United  States.  The 
Installation  Data  sheets  are  contained  in  volume  2  of  this  report.  A  less 
comprehensive  summary  data  sheet  was  prepared  for  Army-Wide  activities, 
using  only  the  "Red  Books". 

The  MACOMS  data  have  also  been  displayed  in  graphic  form  for  the  categories 
of  total  energy  consumption,  thermal  energy  consumption,  electric  energy 
consumption,  active  real  property  inventory,  energy  consumption  per  gross 
square  foot  (BTU/GSF),  installed  air  conditioning  capacity  and  effective 
population.  In  addition,  graphics  have  been  prepared  for  selected  Install¬ 
ations  which  also  appear  in  volume  2  of  this  report.  The  total  U.  S.  data 
has  been  presented  in  a  graph,  along  with  limited  Army-Wide  data.  The 
graphic  displays  are  very  useful  and  large  deviations  are  easy  to  detect. 

The  results  of  detailed  analyses  conducted  on  energy  consumption  on  a 
gross  square  foot  basis,  and  on  the  effects  of  the  Energy  Conservation 
Investment  Program  (ECIP)  are  also  presented.  Further  individual  analyses 
can  be  made  by  referring  to  the  MACOM  and/or  Installaion  sheets  for  specific 
or  more  comprehensive  values. 

In  summary,  this  report  presents  a  comprehensive  descriptive  statistical 
picture  of  U.S.  Army  facilities  energy  use  from  1975  to  1979.  The  report 
makes  no  casual  inferences  as  to  reasons  for  energy  consumption  variations; 
however,  several  factors  which  are  related  to  energy  uac  variances  are 
analyzed.  The  performance  indicators  and  other  statistical  data  are  perfect¬ 
ly  suited  for  a  more  in-depth  statistical  study  of  energy  use  variables  and 
trends,  the  results  of  which  may  be  invaluable  in  aiding  energy  policy 
decision  making. 


UNIT  ENERGY  CONSUMPTION 
(BTU/GSF) 


The  Presidential  Executive  Order  number  12003,  dated  July  20,  1977,  included 
the  requirement,  "For  the  total  of  all  Federally-owned  existing  buildings 
the  goal  shall  be  a  reduction  of  20  percent  in  the  average  annual  energy  use 
per  gross  square  foot  of  floor  area  in  1985  from  the  average  energy  use  per 
gross  square  foot  of  floor  area  in  1975."  This  goal  has  oriented  all  Federal 
Agency  perspectives  to  the  BTU/GSF  ratio.  It  has  also  been  included  as  one 
of  the  goals  in  the  Army  Energy  Plan.  Notably,  the  Army-Wide  achievement  at 
the  end  of  FY79  is  a  reduction  of  9.3  percent  below  the  FY75  consumption 
rate  per  gross  square  foot.  The  performance  over  the  four  year  period  (FY75- 
FY79)  indicates  a  distinct  overall  trend  downward,  although  it  displays  some 
erratic  influences,  especially  weather  induced.  Other  influencing  factors 
are  apparent  and  this  section  will  analyze  them. 

The  United  States  has  been  divided  into  seven  climatic  regions  as  a  result 
of  studies  conducted  by  the  Department  of  Housing  and  Urban  Development  and 
the  Department  of  Energy  (DOE).  These  regions  were  developed  using  both, 
heating  and  cooling  degree  days  data  for  classification.  These  regions  were 
used  as  reporting  criteria  for  all  Federal  Agencies  in  reporting  Preliminary 
Energy  Audit  results  to  the  DOE  for  further  reporting  to  the  Congress  as  is 
required  by  the  National  Energy  Conservation  Policy  Act  (NECPA)  of  1978. 
These  regions  (zones)  are  described  and  depicted  in  Figure  1. 


Z«cw  Daaciiptions  in  Hasting  (HDD)  and  Cooling  (CDD) 

Dagraa  Days  ara: 

Zona  1  •  Lass  than  2000  CDD  and  more  than  7000  HDD 

2  -  Lass  than  2000  CDD  and  5500  to  7000  HDD 

3  ■  Last  than  2000  CDD  and  4000  to  5499  HDD 

4  -Lass  than  2000  CDD  and  2000  to  3999  HDD 

5  •  Lass  than  2000  CDD  and  0  to  1999  HDD 

6  •  Mora  than  2000  CDD  and  0  to  1999  HDD 

7  •  Mora  than  2000  CDD  and  2000  to  4000  HDD 


Each  Installation  Data  Sheet  in  Appendix  A  reflects  the  Heating  Degree  Days 
(HDD)  and  Cooling  Degree  Days  (CDD)  and  the  Climatic  Region  in  which  that 
Installation  is  located.  The  Installations  have  been  summarized  by  climatic 
regions  and  figure  2  shows  that  summary  with  the  FY75  and  FY79  averages. 


Figure  2 

Each  region  is  analyzed  further  with  particular  emphasis  on  the  MACOM 
composition  of  each  region.  For  this  purpose,  DARCOM  has  been  divided  into 
three  parts:  The  industrial  Government  Owned-Contractor  Operated  (GOCO) 
facilities;  Army  Depots  with  their  large  storage  facilities  which  are  not 
energy  intensive;  and  DARCOM-OTHER  which  includes  Proving  Grounds,  Arsenals, 
Research  Facilities,  etc.,  which  have  similar  energy  consumption  character¬ 
istics  . 


Climatic  regions  4  and  1  are  shown  on  figure  3,  These  regions  had  the 
highest  BTU/GSF  consumption  levels  in  FY75.  In  region  4,  the  DARCOM  GOCO 
ratio  is  the  highest,  as  would  be  expected  because  these  facilities  include 
the  manufacturing  process  energy  used  in  their  operations.  The  DARCOM-OTHER 
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In  region  I,  the  OCE  research  facility  and  the  DARCOM  GOCO  consumption 
show  steep  decreases  in  BTU/GSF  but  the  overall  regional  decrease  of  41.3 
percent  was  approached  by  the  five  FORSCOM  Installations  which  reduced 
their  rate  of  consumption  by  30.4  percent. 

Regions  2  and  3  are  the  most  densly  populated  with  Army  Installations. 

Except  for  the  DARCOM  GOCO  decrease  in  region  2,  other  decreases  are  quite 
moderate  and  the  decrease  of  13.7  percent  would  have  been  a  decrease  of  5.2 
percent  without  the  GOCO  influence.  Overall,  the  region  2  reductions,  without 
the  GOCO  facilities,  were  the  second  largest  reductions,  behind  only  region 
6.  Figure  4  shows  regions  2  &  3. 


a 


Region  3  consumed  the  highest  BTU/GSF  of  any  region  in  FY79.  Overall,  this 
region  showed  only  a  0.5  percent  decrease  from  FY75  and  without  the  DARCOM 
G0C0  &  OTHER  categories  the  region  shows  an  overall  increase  of  2.2  percent 


Region  6  is  the  least  populated  region  and  contains  no  G0C0  facilities. 

Yuma  Proving  Ground  is  the  only  DARCOM  Installation.  This  region  showed  a 
decrease  in  BTU/GSF  of  10.2  percent.  This  was  the  highest  rate  of  reduction 
when  industrial  Installations  are  excluded.  Figure  5  displays  regions  6  &  7 


Region  7  again  shows  an  overall  regional  decrease  which  is  actually  a  0.4 
percent  increase  if  the  GOCO  and  DARCOM  OTHER  Installations  are  eliminated. 


The  United  States  total  shows  a  reduction  in  BTU/GSF  of  10.2  percent.  A 
notable  achievement  and  over  half  of  the  goal  set  for  FY85.  However,  this 
accomplishment  is  fragile  because  without  the  industrial  GOCO  and  "OTHER" 
DARCOM  facilities  the  reduction  is  far  less  impressive. 

One  significant  and  commonly  known  factor  is  that  the  electrical  energy 
consumption  is  increasing  in  spite  of  conservation  efforts.  The  extent  of 
this  increase  is  more  evident  when  the  MACOMS  are  looked  at  from  the  view¬ 
point  of  Thermal  BTU/GSF  and  Electrical  BTU/GSF.  The  following  Table  1 
shows  this  data. 


PERCENT  CHANGE  IN  FY79  FROM  FY75 


MACOM 

TOTAL 

THERMAL 

ELECTRIC 

BTU/GSF 

BTU/GSF 

BTU/GSF 

OCE 

-25.0 

-54.4 

-16.3 

DARCOM 

-21.9 

-27.5 

-10.5 

WESCOM 

-15.8 

-26.0 

-14.3 

USMA 

-  7.6 

-11.6 

+  0.6 

FORSCOM 

-  7.0 

-16.6 

+  6.8 

MDW 

-  5.0 

-17.4 

+  5.5 

INSCOM 

-  4.3 

-10.8 

+  0.8 

HSC 

-  0.7 

-18.7 

+25.4 

TRADOC 

+  0.9 

-  7.9 

+13.2 

ACC 

+2.3 

-  7.9 

+13.6 

MTMC 

+19.2 

+  6.6 

+44.7 

US  TOTAL 

-10.2 

-19.3 

+  4.1 

Table  1 
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EFFECTS  OF 
THE 

ENERGY  CONSERVATION  INVESTMENT  PROGRAM 
(ECIP) 

The  Military  Construction  (MILCON)  Army  ECIP  program  and  its  Family  Housing 
ECIP  counterpart  are  retrofit  programs  intended  to  reduce  energy  consumption  in 
facilities.  The  Installation  Data  Sheets  in  the  appendix  have  been  posted  with  a 
symbol  designating  the  calendar  point  when  an  ECIP  project  was  completed.  A 
short  project  title,  cost  and  completion  date  is  shown  in  the  remarks  section. 

This  manner  of  posting  permits  quick  identif ication  of  the  results  of  these 
projects.  Unfortunately,  statistics  alone  do  not  permit  absolute  judgements  and 
in  several  cases  there  is  no  apparent  effect  from  an  ECIP  project.  In  other 
cases  the  improvement  appears  clearly  at  the  same  point  in  time  but  could  have 
been  caused  by  a  wide  variety  of  reasons  known  primarily  by  the  Installation 
personnel.  The  analysis  of  the  ECIP  program  is  difficult  but  this  section  does 
look  at  several  Installations  which  have  enjoyed  apparent  success,  apparent  lack 
of  success  or  no  apparent  change. 

Forty-seven  Installations  have  had  77  ECIP  projects  completed  within  the  time 
frame  of  the  study  period.  These  77  projects  include  30  Family  Housing  ECIP 
projects  at  a  cost  of  $12.4  million  and  47  MILCON  ECIP  projects  at  a  cost  of 
$55.1  million.  None  of  these  projects  are  at  G0C0  facilities  so  they  are  not 
considered  in  this  analysis.  Family  Housing  ECIP  projects  range  from  as  low  as 
$16,375  to  $1,046,907.  MILCON  ECIP  projects  do  not  overlap  the  OMA  appropria¬ 
tion  level  so  they  range  from  a  much  higher  threshold  than  the  Family  Housing 
projects  do.  Of  the  47  Installations  having  completed  projects,  ten  of  them 
had  2  projects  and  ten  of  them  had  3  projects  completed. 

A  review  of  the  ECIP  projects  shows  that  a  great  majority  of  them  will  save 
thermal  energy  but  little  or  no  electrical  energy.  Inasmuch  as  electrical  energy 
consumption  continues  to  rise  it  seems  appropriate  to  look  at  thermal  and  elec¬ 
trical  energy  consumption  separately.  The  Installation,  MACOM  and  other  Data 
Sheets  do  break  these  out  in  addition  to  the  thermal  BTU/GSF  and  electrical  BTU/ 
GSF.  A  look  at  Army-Wide,  TRADOC  and  F0RSC0M  shows  this  trend  very  clearly.  They 
are  depicted  in  figures  6,  7  and  8. 

Of  the  77  completed  projects,  2  of  them  were  total  electric  conservation  projects, 
4  were  partially  electric  saving  and  4  were  energy  monitoring  and  control  sys¬ 
tems  which  are  electric  load  shedding.  The  most  statistically  surprising  project 
was  a  $341,359  ECIP  project  for  Lighting  Improvements  at  Red  River  Army  Depot 
(RRAD)  which  was  completed  in  February  1977.  RRAD  shows  a  7.6  percent  electric 
energy  reduction  in  FY76  (all  comparison  are  made  to  FY75  base  data)  and  a  32.7 
percent  reduction  in  FY77.  This  level  was  maintained  in  FY78  with  a  29.9  percent 
reduction  and  again  in  FY79  with  a  29.0  percent  reduction.  The  identical  pattern 
shows  up  in  the  electrical  energy  BTU/GSF  ratios  with  -8.4  percent  in  FY76,  -39.2 
percent  in  FY77,  -36.7  percent  in  FY78  and  -36.6  in  FY79.  If  this  reduction  is 
due  largely  to  the  ECIP  project  it  should  be  exploited  for  application  elsewhere. 

A  similar  project  was  completed  at  Ft  Lewis  in  June  1978  and  a  very  similar 
pattern  is  evident  there  where  they  achieved  a  16.2  percent  reduction  in  elec¬ 
trical  energy  consumption  in  FY79  compared  to  a  9.7  percent  reduction  in  FY78 
and  a  4.2  percent  reduction  in  FY77.  An  identical  pattern  is  evident  in  the 
electric  BTU/GSF  at  Ft  Lewis. 
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Several  Installations  show  remarkable  thermal  savings  after  ECIP  projects  were 
completed.  Letterkenny  Army  Depot  had  a  $2,661,496  Insulation  project  completed 
in  the  summer  of  1978  and  the  FY79  thermal  consumption  dropped  to  17.9  percent  below 
the  FY75  base, which  is  impressive  compared  to  the  FY78  thermal  consumption  which 
was  1.3  percent  below  the  same  base.  The  Lexington-Blue  Grass  Depot  Activity  had 
a  $979,000  Insulation  project  completed  in  May  1978  and  the  FY77,  FY78  and  FY79 
levels  of  thermal  energy  consumption  are  -3.4  percent,  -30.3  percent  and  -21.4 
percent,  respectively,  compared  to  FY75.  In  both  of  these  cases  the  correspond¬ 
ing  thermal  BTU/'CSF  ratios  show  similar  reductions.  The  Natick  Research  and 
Development  Center  had  2  ECIP  projects  completed  in  FY78  and  their  statistics 
show  a  5.1  percent  reduction  in  thermal  energy  consumption  in  FY77  (before 
completion  of  the  first  ECIP  project),  a  10.2  percent  reduction  in  FY78  and  a 
12.8  percent  reduction  in  FY79.  Pine  Bluff  Arsenal  had  3  completed  ECIP  projects 
and  they  were  predominately  thermal  energy  saving.  The  first  project  was  complet¬ 
ed  in  FY77  and  a  reduction  of  15.3  percent  was  achieved  (it  was  down  9  percent  in 
FY76)  but  the  two  additional  ECIP  projects  contributed  to  savings  of  20.8  percent 
in  FY78  and  22  percent  in  FY79.  Their  improvement  is  more  dramatic  when  looked  at 
on  the  basis  of  thermal  BTU/GSF  because  in  FY76  they  show  a  29  percent  increase 
compared  to  FY75  while  FY77shows  a  14.4  percent  reduction  compared  to  the  same 
base.  This  trend  continued  with  savings  of  19.8  percent  and  23.3  percent  in  FY78 
and  FY79.  Watervilet  Arsenal  had  2  ECIP  projects  completed  there  and  every  ener¬ 
gy  consumption  statistic  for  total,  thermal  and  electric  energy  shows  an  increase 
after  the  projects  were  completed.  This  case  proves  the  point  that  the  statistics 
cannot  tell  the  whole  story. 

Ft  Meade  had  3  ECIP  projects  completed  since  January  1977  and,  although  FY77 
shows  an  overall  increase  from  FY75  and  FY76,  there  is  substantial  reduction 
in  thermal  energy  consumption  in  FY78  and  FY79  of  18.3  and  30.7  percent  respec¬ 
tively.  The  thermal  BTU/GSF  show  similar  improvements.  However,  this  has  not 
offset  a  14  percent  increase  in  electric  energy  in  FY79  (34  percent  increase  in 
electric  BTU/GSF). 

The  Alaskan  Installations,  Forts  Greely,  Ricn  lrdson  and  Wainwright,  had  7  ECIP 
projects  between  them.  Three  were  at  Ft  Richardson  and  the  savings  in  thermal 
energy  and  thermal  BTU/GSF  are  substantial.  The  3  ECIP  projects  at  Ft  Wainwright 
are  equally  impressive  except  that  equally  large  savings  are  apparent  in  the 
statistics  for  FY77,  the  year  prior  to  completion  of  the  first  project.  Fort 
Greely  had  a  single  Family  Housing  ECIP  project,  but  the  statistics  do  reflect 
significant  savings  in  thermal  energy  for  the  full  year  after  completion. 

Ft  Belvoir  had  3  ECIP  projects  completed  and  they  do  show  thermal  energy  and 
thermal  BTU/GSF  savings  in  FY79,but  the  savings  are  not  as  significant  as  most 
of  the  other  Installations.  Ft  Benning  also  had  3  completed  projects  but  they 
also  reflect  a  17.7  percent  increase  in  resident  population  and  a  19.4  percent 
increase  in  effective  population  for  FY79.  In  spite  of  this  increased  demand, 
the  graph  for  Ft  Benning  in  the  appendix  shows  a  distinct  reduction  in  total 
energy  consumption,  thermal  energy  consumption,  BTU/GSF, and  a  slight  savings 
in  electric  energy  consumption,  when  compared  to  FY78.  Their  FY  78  data 
are  well  above  FY75  in  all  categories  except  active  real  property  inventory. 

Ft  Eustis  also  had  3  projects  completed  which  totaled  $5.7  million.  The  FY79 
figures  show  a  23  percent  reduction  compared  to  a  0.4  percent  increase  in  FY 
78, and  the  thermal  BTU/GSF  were  reduced  by  5  percent  in  FY79  from  a  29.8  per¬ 
cent  increase  (above  75)  for  FY78.  There  is  little  significant  change  between 
FY77  and  FY78,but  overall  the  FY78  figures  show  more  consumption  than  FY77  in 
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spite  of  the  completion  of  an  EMCS  in  FY77.  Ft  Jackson  had  a  single  project 
completed  in  FY79  but  their  overall  energy  consumption  statistics  show  greater 
reductions  than  would  be  expected,  compared  to  other  cases  examined.  Ft  Knox 
likewise  had  3  completed  ECIP  projects  but  there  is  far  less  apparent  effect 
than  in  most  other  cases.  The  Ft  Knox  graph  in  the  appendix  does  show  that  the 
electric  energy  peaked  in  FY77  and  is  declining, but  the  thermal  energy  rose  in 
FY78  before  it  declined  in  FY79. 

A  comparison  between  Installations  with  ECIP  projects  and  without  ECIP  projects 
does  not  reveal  any  striking  differences.  Many  Installations  without  ECIP 
projects  show  energy  consumption  on  the  decline  and  others  do  not.  The  same  is 
true  of  Installations  with  ECIP  projects.  One  point  does  stand  out  -  the  number 
of  ECIP  projects  completed  within  the  study  period  is  quite  small  compared  to 
the  total  number  of  projects  which  have  been  authorized  under  the  ECIP  program. 
The  near  future  will  more  than  likely  show  a  sharper  descent  in  energy  consump¬ 
tion  due  to  the  ECIP  as  many  more  projects  become  completed.  It  will  be  very 
difficult  to  prove, but  the  overall  reduction  in  energy  consumption  in  Installa¬ 
tions  with  ECIP  projects  is  very  encouraging. 
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SUMMARY  OF  PERFORMANCE  INDICATORS  DATA 


This  section  consists  of  tables  which  present,  for  each  Major  Command,  data  on 
the  following  performance  indicators: 

Energy  Consumption/Population  Served 
Energy  Consumption/Effective  Population 
Electricity  Consumption/Resident  Population 
Electricity  Consumption/Ton  of  Air  Conditioning 
Real  Property  Inventory  (GSF) /Effective  Population 
Energy  Consumption/Gross  Square  Foot 
Electricity  Consumption/Gross  Square  Foot 
Thermal  Energy  Consumption/Gross  Square  Foot 

Within  each  Major  Command  for  each  performance  indicator,  installations  are 
ranked  in  descending  order.  Data  are  presented  for  fiscal  year  1979  and  the 
percentage  deviation  from  the  base  year. 


MACOM 

Installation 

Energy  Consumption/ 

Installation 

Percent  Deviation 
Energy  Consumption/ 

Population  Served 
(1979) 

Population  Served 
(1975-1979) 

ACC 

Fort  Huachuca 

69.8 

Fort  Huachuca 

-19.  3 

ACC 

Fort  Ritchie 

60.8 

Fort  Ritchie 

-22.4 

HSC 

Fort  Detrick 

514.7 

Walter  Reed  AMC 

64.0 

HSC 

Walter  Reed  AMC 

254.9 

Fort  Detrick 

2.4 

HSC 

Fitzsimmons  AMC 

164.6 

Fitzsimmons  AMC 

1.4 

INSCOM 

Vint  Hill  Farms  Station 

115.8 

Arlington  Hall  Station 

17.6 

INSCOM 

Arlington  Hall  Station 

95.8 

Vint  Hill  Farms  Station 

15.9 

USMA 

U.S.  Military  Academy 

106.5 

U.S.  Military  Academy 

-19.4 

MDW 

Military  District  of 

29.9 

Military  District  of 

-16.1 

Washington 

Washington 

MTMC 

Bayonne  Military  Ocean 

285.7 

Bayonne  Military  Ocean 

12.6 

Terminal 

Terminal 

MTMC 

Military  Traffic  Mgt. 

100.9 

Military  Traffic  Mgt. 

-45.3 

Command  (other) 

Command  (other) 

OCE 

Cold  Regions  Research 

341.1 

Cold  Regions  Research 

22.1 

Engr  Lab 

Engr  Lab 

WESCOM 

Fort  Shafter 

91.9 

Fort  Shafter 

87.7 

WESCOM 

Schofield  Barracks 

61.1 

Schofield  Barracks 

-14.5 

Table  2 
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MACOM  fnstal lat ion  Energy  Consumption/ 

Effective  Population 
(1979) 


Percent  Deviation 

Installation  Energy  Consumption/ 
Effective  Population 
(1975-1979) 


ACC 

Port  Ritchie 

118.7 

Fort  Ritchie 

-0.  7 

ACC 

Fort  Huachuca 

81.1 

Fort  Huachuca 

-23.  7 

use 

Fort  Detrick 

1 .034 .8 

Walter  Reed  AMC 

53.7 

HSC 

Walter  Reed  AMC 

472.  3 

Fort  De trick 

8.1 

HSC 

Fitzsimmons  AMC 

269.0 

Fitzsimmons  AMC 

-1.7 

INSCOM 

Arlington  Hall  Station 

262.2 

Arlington  Hall  Station 

22.5 

INSCOM 

Vint  Hill  Farms  Station 

186.0 

Vint  Hill  Farms  Station 

13.3 

USMA 

U.S.  Military  Academy 

129.6 

U.S.  Military  Academy 

-16.1 

MOW 

Military  District  of 

68.4 

Military  District  of 

-15.7 

Washington 

Washington 

MTMC 

Bayonne  Military  Ocean 

566.7 

Bavonne  Military  Ocean 

12.9 

Terminal 

Terminal 

MTMC 

Military  Traffic  Mgt. 

232.8 

Military  Traffic  Mgt. 

-48.4 

Command  (other) 

Command  (other) 

OCE 

Cold  Regions  Research 

1,019.6 

Cold  Regions  Research 

21.6 

Engr  Lab 

Engr  Lab 

WESCOM 

Fort  Shafter 

116.3 

Fort  Shafter 

37.9 

WESCOM 

Schofield  Barracks 

64.7 

Schofield  Barracks 

-21.4 

Table  3 
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MACOM  Installation  Electricity  Consumption/ 

Resident  Population 
(1979) 


Percent  Deviation 

Installation  Electricity  Consumption/ 
Resident  Population 
(1975-1979) 


ACC 

Fort  Ritchie 

118.5 

Fort  Ritchie 

43.9 

ACC 

Fort  Huachuca 

46.  7 

Fort  Huachuca 

-17.1 

HSC 

Fort  Detrick 

1,109.2 

Walter  Reed  AMC 

69.1 

HSC 

Walter  Heed  AMC 

477.5 

Fort  Detrick 

44.4 

HSC 

Fitzsimmons  AMC 

118.2 

Fitzsimmons  AMC 

13.4 

INSCOM 

Arlington  Hall  Station 

916.4 

Arlington  Hall  Station 

67.5 

INSCOM 

Vint  Hill  Farms  Station 

120.9 

Vint  Hill  Farms  Station 

15.3 

USMA 

U.S,  Military  Academy 

51.7 

U.S.  Military  Academy 

-6.2 

MDW 

Military  District  of 

114.7 

Military  District  of 

-4.9 

Washington 

Washington 

MTMC 

Military  Traffic  Mgt. 

385.4 

Bayonne  Military  Ocean 

38.1 

Command  (other) 

Terminal 

MTMC 

Bayonne  Military  Ocean 

379.4 

Military  Traffic  Mgt. 

-39.0 

Terminal 

Command  (other) 

OCE 

Cold  Regions  Research 

_ 

Cold  Regions  Research 

- 

Engr  Lab 

Engr  Lab 

WESCOM 

WESCOM 


Fort  Shatter 
Schofield  Barracks 


118.1 

59.3 


Fort  Shatter 
Schofield  Barracks 


16.1 

-26.8 
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MACOM 

Installation 

Electricity  Consumption/ 

Percent  Deviation 

Installation  Electricity  Consumption/ 

Ton  of  Air  Conditioning 
(1979) 

Ton  of  Air  Conditioning 
(1975-1979) 

ACC 

Fort  Huachuca 

142.0 

Fort  Ritchie 

16.7 

ACC 

Fort  Ritchie 

78.4 

Fort  Huachuca 

-14.1 

HSC 

Fitzsimmons  AMC 

189.9 

Walter  Reed  AMC 

97.0 

HSC 

Fort  Detrick 

143.8 

Fort  Detrick 

46.8 

HSC 

Walter  Reed  AMC 

85.9 

Fitzsimmons  AMC 

-3.4 

INSCOM 

Arlington  Hall  Station 

57.1 

Arlington  Hall  Station 

3.7 

I NS COM 

Vint  Hill  Farms  Station 

55.1 

Vint  Hill  Farms  Station 

-0.9 

USMA 

U.S.  Military  Academy 

90.8 

U.S.  Military  Academy 

-23.4 

MDW 

Military  District  of 

77.1 

Military  District  of 

9.4 

Washington 

Washington 

MTMC 

Military  Traffic  Mgt. 

562.2 

Military  Traffic  Mgt. 

21.9 

Command  (other) 

Command  (other) 

MTMC 

Bayonne  Military  Ocean 

165.6 

Bayonne  Military  Ocean 

-2.8 

Terminal 

Terminal 

OCE 

Cold  Regions  Research 

501.1 

Cold  Regions  Research 

-30.2 

Engr  Lab 

Engr  Lab 

WESCOM 

Schofield  Barracks 

238.9 

Fort  Shafter 

21.8 

WESCOM 

Fort  Shafter 

235.3 

Schofield  Barracks 

-33.2 

MACOM 

Installation 

Real  Property 

Installation 

Percent  Deviation 
Real  Property 

Inventory  (CSF)/ 
Effective  Population 
(1979) 

Inventory  (CSF)/ 
Effective  Population 
(1975-1979) 

ACC 

Fort  Ritchie 

0.69 

Fort  Ritchie 

-10.4 

ACC 

Fort  Huachuca 

0.41 

Fort  Huachuca 

-24.1 

HSC 

Walter  Reed  AMC 

1.18 

Walter  Reed  AMC 

78.5 

HSC 

Fort  Detrick 

0.87 

Fitzsimmons  AMC 

0.6 

HSC 

Fitzsimmons  AMC 

0.86 

Fort  Detrick 

-30.0 

TNSCOM 

Arlington  Hall  Station 

0.93 

Arlington  Hall  Station 

27.5 

I  NS  COM 

Vint  Hill  Farms  Station 

0.80 

Vint  Hill  Farms  Station 

18.6 

USMA 

U.S.  Military  Academy 

0.74 

U.S.  Military  Academy 

-9.2 

MDW 

Military  District  of 

0.30 

Military  District  of 

-11.8 

Washington 

Washington 

MTMC 

Bayonne  Military  Ocean 

3.43 

Bayonne  Military  Ocean 

-0.2 

Terminal 

Terminal 

MTMC 

Military  Traffic  Mgt. 

2.98 

Military  Traffic  Mgt. 

-45.5 

Command  (other) 

Command  (other) 

OCE 

Cold  Regions  Research 

1.68 

Cold  Regions  Research 

62.2 

Engr  Lab 

Engr  Lab 

wescom 

Fort  Shafter 

0.99 

Fort  Shafter 

32.4 

WES COM 

Schofield  barracks 

0.50 

Schofield  Barracks 

2.1 

Table  6 


MACOM 

Installation 

Energy  Consumption/ 

Installation 

Percent  Deviation 
Energy  Consumption/ 

Gross  Square  Foot 
(1979) 

Gross  Square  Foot 
(1975-1979) 

ACC 

Fort  Huachuca 

195,613 

Fort  Ritchie 

11.5  1 

ACC 

Fort  Ritchie 

172,371 

Fort  Huachuca 

mm 

Fort  Detrick 

1,190,923 

Fort  Detrick 

54.6 

Walter  Reed  AMC 

401,302 

Fitzsinfnons  AMC 

-2.3 

WSMtl 

Fitzsimmons  AMC 

311,625 

Walter  Reed  AMC 

-13.9 

INSCOM 

Arlington  Hall  Station 

271,732 

Arlington  Hall  Station 

-4.0 

INSCOM 

Vint  Hill  Farms  Station 

232,802 

Vint  Hill  Farms  Station 

-4.5 

USMA 

U.S.  Military  Academy 

176,060 

U.S.  Military  Academy 

-7.6 

MDW 

Military  District  of 

225,421 

Military  District  of 

-5.0 

Washington 

Washington 

MTMC 

Bayonne  Military  Ocean 

165,244 

Bayonne  Military  Ocean 

13.1 

Terminal 

Terminal 

MTMC 

Military  Traffic  Mgt. 

78,213 

Military  Traffic  Mgt. 

-5.4 

Command  (other) 

Command  (other) 

OCE 

Cold  Regions  Research 

607,994 

Cold  Regions  Research 

-25.0 

Engr  Lab 

Engr  Lab 

WESCOM 

WESCOM 


Schofield  Barracks 
Fort  Shafter 


128,193 

117,278 


Fort  Shafter 
Schofield  Barracks 


4.2 

-23.0 


Percent  Deviation 

MACOM 

Installation 

Electricity  Consumption/  Installation 

Electricity  Consumption/ 

Gross  Square  Foot 

Gross  Square  Foot 

(1979) 

(1975-1979) 

ACC 

Fort  Huachuca 

103,674 

Fort  Ritchie 

14.7 

ACC 

Fort  Ritchie 

90,051 

Fort  Huachuca 

13.4 

Fort  Detrick 

631,189 

Fort  Detrick 

86.2 

Walter  Reed  AMC 

232,755 

Fitzsimnons  AMC 

17.2 

wfSHgs! 

Fitzsimnons  AMC 

93,487 

Walter  Reed  AMC 

6.3 

INSCOM 

Arlington  Hall  Station 

182,060 

Arlington  Hall  Station 

2.1 

INSCOM 

Vint  Hill  Farms  Station 

123,385 

Vint  Hill  Farms  Station 

l/SMA 

U.S.  Military  Academy 

62,627 

U.S.  Military  Academy 

0.6 

MDW 

Military  District  of 

135,253 

Military  District  of 

5.5 

Washington 

Washington 

MTMC 

Bayonne  Military  Ocean 

56,183 

Military  Traffic  Mgt.  Command 

40.1 

Terminal 

(other) 

MTMC 

Military  Traffic  Mgt. 

44,825 

Bayonne  Military  Ocean 

37.4 

Command  (other) 

Terminal 

OCE 

Cold  Regions  Research 

522,869 

Cold  Regions  Research 

-16.3 

Engr  Lab 

Engr  Lab 

WESCOM 

Schofield  Barracks 

114,092 

Fort  Shafter 

19.0 

WESCOM 

Fort  Shatter 

103,204 

Schofield  Barracks 

-24.7 

Table  8 
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MACOM 


ACC 

ACC 

HSC 

HSC 

HSC 

INSCOM 

INSCOM 

USMA 

MDW 

MTMC 

MTMC 

OCE 

IWESCOM 

WESCOM 


Installat ion 


Thermal  Energy  Consumption/ 
Gross  Square  Foot 
(1979) 


Percent  Deviation 

Installation  Thermal  Energy  Comsumption/ 
Gross  Square  Foot 
(1975-1979) 


Fort  Huachuca 

91,938 

Fort  Ritchie 

8.1 

Fort  Ritchie 

82,320 

Fort  Huachuca 

-10.9 

Fort  Detrick 

559,734 

Fort  Detrick 

29.8 

Fitzsimmons  AMC 

218,137 

Fitzsimnons  AMC 

-8.9 

Walter  Reed  AMC 

168,547 

Walter  Reed  AMC 

-31.8 

Vint  Hill  Farms  Station 

109,417 

Vint  Hill  Farms  Station 

-8.4 

Arlington  Hall  Station 

89,672 

Arlington  Hall  Station 

-14.4 

U.S.  Military  Academy 

113,433 

U.S.  Military  Academy 

-11.6 

Military  District  of 

90,168 

Military  District  of 

-17.4 

Washington 

Washington 

Bayonne  Military  Ocean 

109,061 

Bayonne  Military  Ocean 

3.7 

Terminal 

Terminal 

Military  Traffic  Mgt. 

33,388 

Military  Traffic  Mgt. 

-34.1 

Command  (other) 

Command  (other) 

Cold  Regions  Research 

85,124 

Cold  Regions  Research 

-54.4 

Engr  Lab 

Engr  Lab 

Schofield  Barracks 

14,101 

Schofield  Barracks 

-5.9 

Fort  Shatter 

14,073 

Fort  Shatter 

-45.6 

Table  9 
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TRADOC 


Installation 


Electricity  Consumption/ 
Gross  Square  Foot 
(1979) 


Percent  Deviation 

Installation  Electricity  Consumption/ 
Gross  Square  Foot 
(1975-1979) 


Fort 

Belvoir 

157,714 

Fort 

McClellan 

57.0 

Fort 

Rucker 

138,172 

Fort 

Lee 

55.2 

Fort 

Gordon 

132,524 

Fort 

Hamilton 

38.2 

Fort 

Eustis 

131,442 

Fort 

Eustis 

36.4 

Fort 

Lee 

120,789 

Fort 

Belvoir 

32.1 

Fort 

McClellan 

117,273 

Fort 

Benning 

24.3 

Fort 

Benjamin  Harrison 

113,988 

Fort 

Sill 

13.8 

ICarlisle  Barracks 

109,314 

Fort 

Leavenworth 

11.2 

Fort 

Leonard  Wood 

107,683 

Fort 

Leonard  Wood 

7.2 

Fort 

Benning 

102,041 

Fort 

A.  P.  Hill 

6.7 

Fort 

Sill 

101,426 

Fort 

Bliss 

6.3 

Fort 

Jackson 

95,272 

Fort 

Gordon 

6.0 

Fort 

Monroe 

93,135 

Fort 

Knox 

2.0 

Fort 

Bliss 

91,073 

Fort 

Dix 

0.8 

Fort 

Leavenworth 

84,027 

Fort 

Rucker 

-3.3 

Fort 

Knox 

75,337 

Fort 

Monroe 

-4.3 

Fort 

Dix 

71,140 

Fort 

Benjamin  Harrison 

-4.5 

Fort 

A.  P.  Hill 

70,798 

J  Carlisle  Barracks 

-7.0 

Fort 

Hamilton 

59,700 

Fort 

Chaffee 

-8.9 

Fort 

Pickett 

26,014 

Fort 

Jackson 

-9.3 

Fort 

Chaffee 

13,434 

Fort 

Pickett 

-42.0 

Table  10 
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TRADOC 


Installation 


Thermal  Energy  Consumption/ 
Gross  Square  Foot 
(1979) 


Percent  Deviation 

Installation  Thermal  Energy  Consumption/ 
Gross  Square  Foot 
(1975-1979) 


Fort  Dix 

158,345 

Fort  Hamilton 

57.8 

F’ort  Gordon 

137,133 

Fort  Benning 

5.8 

Fort  Jackson 

137,099 

Fort  McClellan 

0.9 

Fort  Belvoir 

129,039 

Fort  Sill 

0.8 

Fort  Benjamin  Harrison 

128,539 

Fort  Knox 

-2.3 

Fort  Knox 

128,278 

Fort  Dix 

-3.9 

Carlisle  Barracks 

123,271 

Fort  Eustis 

-5.0 

Fort  Hamilton 

121,209 

Fort  Jackson 

-5.5 

Fort  Leonard  Wood 

116,656 

Fort  A.  P.  Hill 

-5.5 

Fort  Eustis 

116,562 

Fort  Belvoir 

-11.5 

Fort  Benning 

115,068 

Fort  Monroe 

-11.8 

Fort  Sill 

109,878 

Fort  Benjamin  Harrison 

-11.9 

Fort  Lee 

107,115 

Fort  Leonard  Wood 

-15.9 

Fort  Rucker 

104,235 

Fort  Bliss 

-16.5 

Fort  McClellan 

99,899 

Fort  Cordon 

-16.8 

Fort  Bliss 

91,023 

Fort  Rucker 

-17.8 

Fort  Leavenworth 

87,457 

Fort  Chaffee 

-19.3 

Fort  A.  P.  Hill 

83,115 

Carlisle  Barracks 

-20.9 

Fort  Monroe 

70,261 

Fort  Lee 

-22.6 

Fort  Pickett 

33,109 

Fort  Leavenworth 

-26.0 

Fort  Chaffee 

16,420 

Fort  Pickett 

-50.8 

Table  11 
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TRADOC 


Installation 

Energy  Consumption/ 

Installation 

Percent  Deviation 
Energy  Consumption/ 

Gross  Square  Foot 
(1979) 

Gross  Square  Foot 
(1975-1979) 

Fort 

Bel voir 

286,753 

Fort 

Hamilton 

50.8 

Fort 

Gordon 

270,457  | 

Fort 

McClellan 

25.0 

Fort 

Eustis 

248,004 

Fort 

Benning 

13.7 

Fort 

Benjamin  Harrison 

242,527 

Fort 

Eustis 

13.2 

Fort 

Rucker 

242,407 

Fort 

Belvoir 

8.1 

Icarlisle  Barracks 

232,586 

Fort 

Sill 

6.6 

Fort 

Jackson 

232,372 

Fort 

Lee 

5.4 

Fort 

Dix 

229,486 

Fort 

A.  P.  Hill 

-0.2 

Fort 

Lee 

227,904 

Fort 

Knox 

-0.8 

Fort 

Leonard  Wood 

224,339 

Fort 

Dix 

-2.5 

Fort 

McClellan 

217,172 

Fort 

Leonard  Wood 

-6.1 

Fort 

Benning 

217,110 

Fort 

Bliss 

-6.5 

Fort 

Sill 

211,304 

Fort 

Gordon 

-7.0 

Fort 

Knox 

203,615 

Fort 

Jackson 

-7.1 

Fort 

Bliss 

182,146 

Fort 

Monroe 

-7.7 

Fort 

Hamilton 

180,909 

Fort 

Benjamin  Harrison 

-8.6 

Fort 

Leavenworth 

171,484 

Fort 

Rucker 

-10.1 

Fort 

Monroe 

163,396 

Fort 

Leavenworth 

-11.5 

Fort 

A.  P.  Hill 

153,913 

j  Carlisle  Barracks 

-14.9 

Fort 

Pickett 

59,123 

Fort 

Chaffee 

-14.9 

Fort 

Chaffee 

29,855 

Fort 

Pickett 

-47.3 

Table  12 
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1KA1AJL 


Installation  Real  Property  Inventory  (GSF)/ 

Effective  Population 
(1979) 


Percent  Deviation 

Installation  Real  Property  Inventory  (GSF) 
/Effective  Population 
(1975-1979) 


Fort  Chaffee 

4.55 

Fort  Chaffee 

385.0 

Fort  Pickett 

1.98 

Fort  Pickett 

159.7 

Fort  Monroe 

1.20 

Fort  Monroe 

76.9 

Fort  Benjamin  Harrison 

0.98 

Fort  Benjamin  Harrison 

66.2 

Fort  Leavenworth 

0.80 

Fort  A.  P.  Hill 

37.3 

Fort  Belvoir 

0.76 

Fort  Hamilton 

29.3 

Carlisle  Barracks 

0.74 

Fort  Leonard  Wood 

28.6 

Fort  Dix 

0.74 

Fort  Jackson 

17.7 

Fort  Bliss 

0.66 

Fort  Belvoir 

15.0 

Fort  Hamilton 

0.64 

Fort  Rucker 

13.0 

Fort  A.  P.  Hill 

0.61 

Fort  Knox 

6.4 

Fort"  Benning 

0.61 

Carlisle  Barracks 

6.0 

Fort  Sill 

0.61 

Fort  Dix 

4.9 

Fort  Knox 

0.61 

Fort  Leavenworth 

2.9 

Fort  Jackson 

0.60 

Fort  Bliss 

1.5 

Fort  Lee 

0.59 

Fort  Sill 

-5.6 

Fort  Rucker 

0.59 

Fort  Gordon 

-6.8 

Fort  Eustis 

0.56 

Fort  Lee 

-9.2 

Fort  Leonard  Wood 

0.55 

Fort  Eustis 

-9.6 

Fort  Gordon 

0.55 

Fort  Benning 

-19.6 

Fort  McClellan 

0.49 

Fort  McClellan 

-35.6 

Installation 


TRADOC 

Electricity  Consumption/ 
Ton  of  Air  Conditioning 
(1979) 


Percent  Deviation 

installation  Electricity  Consumption/ 
Ton  of  Air  Conditioning 
(1975-1979) 


Fort 

Bl  iss 

269.2 

Fort 

Dix 

12.6 

Fort 

Pickett 

266.9 

Fort 

Gordon 

6.0 

Fort 

A.  P.  Hill 

187.0 

Fort 

McClellan 

5.9 

Fort 

Knox 

181.4 

Fort 

Knox 

5.7 

Fort 

Dix 

159.  7 

Fort 

Sill 

5.0 

Fort 

Belvoir 

112.4 

Fort 

Bl  iss 

4.5 

Fort 

Hamilton 

100.2 

Fort 

Rucker 

-1.7 

Fort 

Leavenworth 

100.0 

Fort 

Eustis 

-2.5 

Carlisle  Barracks 

95.6 

Fort 

Jackson 

-4.9 

Fort 

Eustis 

92.6 

Fort 

Hamilton 

-7.9 

Fort 

McClellan 

82.0 

Fort 

Benning 

-9.6 

Fort 

Leonard  Wood 

81.5 

Fort 

Benjamin  Harrison 

-9.7 

Fort 

Jackson 

79.2 

Fort 

Belvoir 

-13.8 

Fort 

Monroe 

78.8 

Fort 

Leavenworth 

-18.7 

Fort 

Lee 

78.4 

Carlisle  Barracks 

-21.8 

Fort 

Benning 

75.6 

Fort 

Chaffee 

-29.5 

Fort 

Rucker 

75.4 

Fort 

Lee 

-32.7 

Fort 

Sill 

73.4 

Fort 

Leonard  Wood 

-34.9 

Fort 

Chaffee 

64.8 

Fort 

A.  P.  Hill 

-37.0 

Fort 

Benjamin  Harrison 

63.2 

Fort 

Monroe 

-50.9 

Fort 

Go rdon 

61.3 

Fort 

Pickett 

-62.3 

Table  14 


Instal 1 ation 


TRADOC 

Electricity  Consumption/ 
Resident  Population 
(1979) 


Percent  Deviation 

Installation  Electricity  Consumption/ 
Resident  Population 
(1975-1979) 


Fort  Monroe 

218. A 

Fort  Chaffee 

380.0 

Fort  Benjamin  Harrison 

182.3 

Fort  Monroe 

131.2 

Fort  Belvoir 

152.2, 

Fort  Pickett 

79.8 

Carlisle  Barracks 

106.2 

Fort  Hamilton 

78.  3 

Fort  Rucker 

98.2 

Fort  Belvoir 

56.7 

Fort  Gordon 

88.2 

Fort  A.  P.  Hill 

52.2 

Fort  Eustis 

83.3 

Fort  Lee 

36.1 

Fort  Lee 

83.1 

Fort  Leonard  Wood 

33.4 

Fort  McClellan 

79.0 

Fort  Eustis 

25.6 

Fort  Sill 

75.6 

Fort  McClellan 

16.0 

Fort  Leavenworth 

75.3 

Fort  Leavenworth 

15.7 

Fort  Bliss 

75.1 

Fort  Benjamin  Harrison 

14.1 

Fort  Benning 

74.7 

Fort  Dix 

10.6 

Fort  Pickett 

69.2 

Fort  Bliss 

10.2 

Fort  Chaffee 

69.1 

Fort  Rucker 

8.4 

Fort  Jackson 

64.8 

Fort  Knox 

6.5 

Fort  Leonard  Wood 

61.1 

Fort  Jackson 

3.4 

Fort  Dix 

59.1 

Fort  Sill 

1.5 

Fort  Knox 

52.8 

Fort  Benning 

1.4 

Fort  A.  P.  Hill 

49.7 

Carlisle  Barracks 

-1.0 

Fort  Hamilton 

40.8 

Fort  Gordon 

-7.2 

Table  15 


Installation 


TRADOC 

Energy  Consumption/  Installation 

Effective  Population 
(1979) 


Percent  Deviation 
Energy  Consumption/ 
Effective  Population 
(1975-1979) 


Fort 

Benjamin  Harrison 

238.5 

Fort 

Chaffee 

312.5 

Fort 

Belvoir 

216.5 

Fort 

Hamilton 

94.9 

Fort 

Monroe 

196.0 

Fort 

Monroe 

63.3 

Icarlisle  Barracks 

171.0 

Fort 

Benjamin  Harrison 

51.9 

Fort 

Dix 

170.0 

Fort 

A.  P.  Hill 

37.0 

Fort 

Cordon 

147.7 

Fort 

Pickett 

37.0 

Fort 

Jackson 

140.3 

Fort 

Belvoir 

24.4 

Fort 

Eustis 

138.4 

Fort 

Leonard  Wood 

20.7 

Fort 

Leavenworth 

137.0 

Fort 

Jackson 

9.4 

Fort 

Chaffee 

135.9 

Fort 

Knox 

5.6 

Fort 

Rucker 

135.4 

Fort 

Eustis 

2.4 

Fort 

Lee 

134.7 

Fort 

Dix 

2.3 

Fort 

Benning 

131.8 

Fort 

Rucker 

1.6 

Fort 

SiU 

129.4 

Fort 

Sill 

0.6 

Fort 

Knox 

125.1 

Fort 

Lee 

-4.3 

Fort 

Leonard  Wood 

122.9 

Fort 

Bliss 

-5.0 

Fort 

Bliss 

119.5 

Fort 

Benning 

-8.6 

Fort 

Pickett 

117.2 

Fort 

Leavenworth 

-8.9 

Fort 

Hamilton 

115.9 

Carlisle  Barracks 

-9.8 

Fort 

McClellan 

106.9 

Fort 

Gordon 

-13.3 

Fort 

A.  P.  Hill 

93.4 

Fort 

McClellan 

-19.4 

Table  16 


Installation 


TRADOC 

Energy  Consumption/  Installation 

Population  Served 
(1979) 


Percent  Deviation 
Energy  Consumption/ 
Population  Served 
(1975-1979) 


Fort  Belvoir 

150.6 

Fort  Chaffee 

261.7 

Fort  Dix 

139.8 

Fort  Hamilton 

95.7 

Fort  Benjamin  Harrison 

136.7 

Fort  Benjamin  Harrison 

81.6 

Fort  Leonard  Wood 

115.0 

Fort  Monroe 

32.6 

Carlisle  Barracks 

115.0 

Fort  A.  P.  Hill 

29.9 

Fort  Jackson 

116.5 

Fort  Leonard  Wood 

27.8 

Fort  Leavenworth 

112.6 

Fort  Belvoir 

20.2 

Fort  Eustls 

111.6 

Fort  Jackson 

16.5 

Fort  Chaffee 

110.6 

Fort  Pickett 

10.9 

Fort  Gordon 

107.9 

Fort  Knox 

8.6 

Fort  Lee 

105.0 

Fort  Sill 

7.2 

Fort  Hamilton 

103.2 

Fort  Rucker 

2.5 

Fort  Knox 

100.6 

Fort  Lee 

0.2 

Fort  Monroe 

99.2 

Fort  Eustls 

-0.3 

Fort  Bennlng 

98.2 

Fort  Dix 

-6.7 

Fort  Sill 

95.6 

Fort  Gordon 

-7.1 

Fort  Rucker 

96.8 

Fort  Bliss 

-7.2 

Fort  Bliss 

86.9 

Fort  Benning 

-10.2 

Fort  Pickett 

77.6 

Carlisle  Barracks 

-10.3 

Fort  A.  P.  Hill 

73.5 

Fort  Leavenworth 

-10.6 

Fort  McClellan 

69.6 

Fort  McClellan 

-30.7 

Table  17 
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DARCOM 


Installation  Electricity  Consumption/ 
Cross  Square  Foot 
(1979) 


Percent  Deviation 

Installation  Electricity  Consumption/ 

Cross  Square  1'oot 
(1975-1979) 


Detroit  Arsenal 

440,834 

Sunflower  AAP 

148.4 

Harry  Diamond  Lab 

391,258 

Detroit  Arsenal 

92.6 

Redstone  Arsenal 

302,164 

Kansas  AAP 

84.2 

llolston  AAP 

287,617 

Harry  Diamond  Lab 

74.9 

Yuma  Proving  Ground 

227,226 

Picatinny  Arsenal 

63.1 

Watervliet  Arsenal 

225,507 

Cornhusker  AAP 

52.4 

White  Sands  Missile  Range 

190,900 

New  Cumberland  Army  Depot 

38.  7 

Natick  Research  6. 

150,009 

Watervliet  Arsenal 

34.4 

Development  Center 

Seneca  Army  Depot 

28.9 

Michigan  Army  Missile  Plant 

136,036 

Sierra  Army  Depot 

27.9 

Longhorn  AAP 

131,127 

White  Sands  Missile  Range 

26.3 

Riverbank  AAP 

129,439 

Newport  AAP 

13.0 

Army  Materials  &  Mechanics 

124,111 

Letterkenny  Army  Depot 

12.5 

Research  Center 

Rock  Island  Arsenal 

11.9 

Aberdeen  Proving  Ground 

119,766 

Tobyhanna  Army  Depot 

9.9 

Lake  City  AAP 

119,317 

Longhorn  AAP 

9.9 

Newport  AAP 

105,521 

Lake  City  AAP 

8.7 

Dugwav  Proving  Ground 

101,970 

Pine  Bluff  Arsenal 

7.7 

Fort  Monmouth 

97,425 

Natick  Research  & 

7.1 

Kansas  AAP 

85,291 

Development  Center 

Sacramento  Army  Depot 

81,557 

Yuma  Proving  Ground 

4.8 

Volunteer  AAP 

81,288 

Army  Materials  &  Mechanics 

4.1 

New  Cumberland  Army  Depot 

78,949 

Research  Center 

Twin  Cities  AAP 

77,293 

Anniston  Army  Depot 

2.5 

Letterkenny  Army  Depot 

76,815 

Sharpe  Army  Depot 

1.5 

Cornhusker  AAP 

75,062 

Louisiana  AAP 

0.5 

Picatinny  Arsenal 

74,863 

Aberdeen  Proving  Ground 

-2.2 

Rock  Island  Arsenal 

71,096 

Sacramento  Army  Depot 

-8.3 

Radford  AAP 

68,127 

Fort  Monmouth 

-8.3 

Red  River  Army  Depot 

66,294 

Redstone  Arsenal 

-10.5 

Lone  Star  AAP 

65,386 

Selfridge  Area  Support  Center 

-11.2 

Tobyhanna  Army  Depot 

65,363 

Dugway  Proving  Ground 

-11.6 

Sunflower  AAP 

61,352 

Lone  Star  AAP 

-13.5 

Anniston  Army  Depot 

59,266 

St.  Louis  Area  Support  Center 

-18.3 

Underhill  Firing  Range 

56,815 

Ravenna  AAP 

-20.2 

Louisiana  AAP 

55,978 

Indiana  AAP 

-21.1 

Iowa  AAP 

53,872 

Radford  AAP 

-21.2 

Rocky  Mountain  Arsenal 

49,174 

Michigan  Army  Missile  Plant 

-22.8 

Joliet  AAP 

44,513 

Tooele  Army  Depot 

-25.7 

Jefferson  Proving  Ground 

44,144 

Jefferson  Proving  Ground 

-26.2 

Indiana  AAP 

37,420 

Lexington-Blue  Grass 

-31.8 

St.  Louis  Area  Support  Center 

36,558 

Holston  AAP 

-33.5 

Milan  AAP 

36,470 

Savanna  Army  Depot 

-34.1 

Lexington-Blue  Grass 

36,410 

Red  River  Army  Depot 

-36.6 

Pine  Bluff  Arsenal 

35,352 

Milan  AAP 

-38.4 

Seneca  Army  Depot 

32,514 

Twin  Cities  AAP 

-48.9 

Sharpe  Army  Depot 

30,022 

Iowa  AAP 

-50.1 

Selfridge  Area  Support  Center 

25,973 

Riverbank  AAP 

-56.  7 

Tooele  Army  Depot 

23,183 

Rocky  Mountain  Arsenal 

-59.4 

Sierra  Army  Depot 

21,815 

Underhill  Firing  Range 

-61.8 

Badger  AAP 

19,639 

Joliet  AAP 

-65.6 

Savanna  Armv  Depot 

10,516 

Badger  AAP 

-67.6 

Ravenna  AAP 

8,463 

Volunteer  AAP 

-84.4 

Scranton  AAP 

- 

Scranton  AAP 

- 

Alabama  Army  Depot 

- 

Alabama  Army  Depot 

- 

Frank  ford  Arsenal 

- 

Frankford  Arsenal 

- 

Table  18 
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DAK COM 


Percent  Deviation 


l ns Cal 1 at  Lon 

Thermal  Knorj*y  Consumpt  ion/ 

I ns La  1 1  at  ion 

Thermal  Kni*n;y  Coi 

Ciross  Square  Foot 

/dross  Square  F< 

(1979) 

( I97r>-1 979) 

Holston  AAP 

1  ,22b, 158 

Sun 1  lower  AM* 

105.8 

Radford  MP 

969,767 

Newport  AAI’ 

71.6 

Detroit  Arsenal 

661  ,2'i  2 

Detroit  Arsenal 

62.5 

Longhorn  AAP 

393,184 

Harry  Diamond  Lab 

33.2 

Pleat  inny  Arsenal 

385,538 

Cornhusker  AAP 

28.8 

Iowa  AAP 

263,022 

Michigan  Army  Missile  Plant 

26.0 

Lake  City  AAP 

231 ,613 

Watervliet  Arsenal 

19.2 

Michigan  Army  Missile  Plant 

221 ,934 

Kansas  AAP 

17.7 

Redstone  Arsenal 

209,978 

Sel fridge  Area  Support  Center 

17.7 

Watervliet  Arsenal 

208,160 

Iowa  AAP 

9.3 

Lone  Star  AAP 

207,035 

Army  Materials  6.  Mechanics 

8.4 

Newport  AAP 

195,970 

Research  Center 

Aberdeen  Proving  Ground 

195,408 

Savanna  Army  Depot 

7.7 

Army  Materials  &  Mechanics 

171,393 

Red  River  Army  Depot 

7.5 

Research  Center 

Rock  Island  Arsenal 

6.5 

Harry  Diamond  Lab 

167,682 

Sacramento  Army  Depot 

4.3 

Rock  Island  Arsenal 

167,511 

Longhorn  AAP 

4.1 

Tobyhanna  Army  Depot 

152,514 

Lake  City  AAP 

3.9 

Fort  Monmouth 

140,198 

Fort  Monmouth 

-0.5 

Natick  Research  & 

138,470 

Seneca  Army  Depot 

-3.0 

Development  Center 

Aberdeen  Proving  >;round 

-6.2 

Kansas  AAP 

133,405 

Picatinny  Arsenal 

-8.0 

Dugway  Proving  Ground 

114,987 

Anniston  Army  Depot 

-9.2 

Joliet  AAP 

114,463 

Yuma  Proving  Cround 

-9.3 

Twin  Cities  AAP 

111,227 

Dugway  Proving  Ground 

-11.6 

Cornhusker  AAP 

108,020 

Natick  Research  & 

-12.3 

Pine  Bluff  Arsenal 

100,619 

Development  Center 

White  Sands  Missile  Range 

81,814 

Sharpe  Army  Depot 

-12.4 

Milan  AAP 

81,175 

Tobyhanna  Army  Depot 

-14.5 

New  Cumberland  Army  Depot 

78,949 

Letterkenny  Army  Depot 

-18.4 

Red  River  Army  Depot 

71,818 

Redstone  Arsenal 

-20.8 

Rocky  Mountain  Arsenal 

70,763 

Lexington-Blue  Grass 

-23.1 

Jefferson  Proving  Cround 

56,186 

Pine  Bluff  Arsenal 

-23.3 

Louisiana  AAP 

55,979 

St.  Louis  Area  Support  Center 

-24. 

Riverbank  AAP 

55,475 

Sierra  Army  Depot 

-24. 

Sacramento  Army  Depot 

52,143 

New  Cumberland  Army  Depot 

-25. 

Badger  AAP 

50,500 

White  Sands  Missile  Range 

-25.  j 

Anniston  Army  Depot 

46,567 

Tooele  Army  Depot 

-28.8 

Indiana  AAP 

43,928 

Milan  AAP 

-29.  5 

Savanna  Army  Depot 

42,068 

Indiana  AAP 

-30. 1 

St.  Louis  Area  Support  Center 

39,605 

Lone  Star  A\P 

-31.5 

Lexington-Blue  Crass 

37,896 

Radford  AAP 

-31.8 

TooeLe  Army  Depot 

37,825 

Jefferson  Proving  Ground 

-32.0 

UnderhiLI  Firing  Range 

36,337 

Twin  Cities  AAP 

-34.8 

Seneca  Army  Depot 

35,223 

Ravenna  AAP 

-40.5 

Sel fridge  Area  Support  Center 

34,4  30 

Rocky  Mountain  Arsenal 

-48. 1 

Sunflower  AAP 

25,060 

Holston  AAP 

-50.0 

Sierra  Army  Depot 

20,959 

Riverbank  AAP 

-54.6 

Yuma  Proving  Ground 

17,104 

Louisiana  AAP 

-58.9 

Ravenna  AAP 

LI, 218 

Underhill  Firing  Range 

-64.9 

Sharpe  Army  Depot 

11,104 

Joliet  AAP 

-77.9 

Redstone  Arsenal 

- 

Badger  AAP 

-85.3 

Frankford  Arsenal 

- 

Volunteer  AAP 

- 

Alabama  Army  Depot 

- 

Frankford  Arsenal 

- 

Scranton  AAP 

- 

Alabama  Army  Depot 

- 

Volunteer  AAP 

- 

Scranton  AAP 

- 
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DARCOM 


Installation  Energy  Consumption/ 

Cross  Square  loot 
(1979) 


Holston  AAP 

1,513,776 

Detroit  Arsenal 

1,102,086 

Radford  AAP 

1,037,894 

Harry  Diamond  Lab 

558,940 

Longhorn  AAP 

524,511 

Redstone  Arsenal 

512,142 

Picatinny  Arsenal 

460,401 

Watervliet  Arsenal 

433,667 

Michigan  Army  Missile  Plant 

357,990 

Lake  City  AAP 

350,932 

Iowa  AAP 

316,894 

Aberdeen  Proving  Ground 

315,174 

Newport  AAP 

301,491 

Army  Materials  &  Mechanics 

295,503 

Research  Center 

Natick  Research  & 

288,479 

Development  Center 

White  Sands  Missile  Range 

272,714 

Lone  Star  AAP 

272,441 

Yuma  Proving  Ground 

244,330 

Rock  Island  Arsenal 

238,607 

Fort  Monmouth 

237,624 

Kansas  AAP 

218,696 

Tobyhanna  Army  Depot 

217,877 

Dugway  Proving  Ground 

216,957 

Twin  Cities  AAP 

188,520 

Riverbank  AAP 

184,914 

Cornhusker  AAP 

183,083 

Joliet  AAP 

158,975 

New  Cumberland  Army  Depot 

157,898 

Letterkenny  Army  Depot 

139,663 

Red  River  Army  Depot 

138,112 

Pine  Bluff  Arsenal 

135,971 

Sacramento  Army  Depot 

133,700 

Rocky  Mountain  Arsenal 

119,937 

Milan  AAP 

117,645 

Louisiana  AAP 

111,957 

Anniston  Army  Depot 

105,833 

Jefferson  Proving  Ground 

100,330 

Underhill  Firing  Range 

93,152 

Sunflower  AAP 

86,412 

Indiana  AAP 

81,347 

Volunteer  AAP 

81,288 

St.  Louis  Area  Support  Center 

76,163 

Lexington-Blue  Grass 

74,306 

Badger  AAP 

70,139 

Seneca  Army  Depot 

67,737 

Tooele  Army  Depot 

61,008 

Selfridge  Area  Support  Center 

60,403 

Savanna  Army  Depot 

52,585 

Sierra  Army  Depot 

42,774 

Sharpe  Army  Depot 

41,126 

Ravenna  AAP 

19,681 

Scranton  AAP 

- 

Alabama  Army  Depot 

- 

Frankford  Arsenal 

- 

Installation  Percent  Deviation 

Energy  Consumption/ 
Cross  Square  Foot 
(1975-1979) 


Sunflower  AAP  179.9 

Detroit  Arsenal  73.3 

Harry  Diamond  Lab  59.9 

Newport  AAP  45.2 

Cornhusker  AAP  37.5 

Kansas  AAP  37.0 

Watervliet  Arsenal  26.6 

Seneca  Army  Depot  10.1 

Rock  Island  Arsenal  8.0 

Army  Materials  5.  Mechanics  6.6 

Research  Center 

Lake  City  AAP  5.5 

Longhorn  AAP  5.5 

White  Sands  Missile  Range  4.6 

Yuma  Proving  Ground  3.6 

Selfridge  Area  Support  Center  3.3 

Michigan  Army  Missile  Plant  1.6 

Picatinny  Arsenal  -1.0 

Sharpe  Army  Depot  -2.7 

New  Cumberland  Army  Depot  -2.9 

Anniston  Army  Depot  -3.0 

Natick  Research  6  Development  -3.2 
Sacramento  Army  Depot  -3.8 

Fort  Monmouth  -3.8 

Letterkenny  Army  Depot  -3.9 

Savanna  Army  Depot  -4.4 

Aberdeen  Proving  Ground  -4.7 

Sierra  Army  Depot  -4.7 

Tobyhanna  Army  Depot  -8.4 

Iowa  AAP  -9.1 

Dugway  Proving  Ground  -11.6 

Redstone  Arsenal  -15.0 

Pine  Bluff  Arsenal  -17.2 

Red  River  Army  Depot  -19.4 

St.  Louis  Area  Support  Center  -21.7 
Indiana  AAP  -26.2 

Lexington-Blue  Grass  -27.6 

Tooele  Army  Depot  -27.7 

Lone  Star  AAP  -27.9 

Jefferson  Proving  Ground  -29.6 

Radford  AAP  -31.2 

Milan  AAP  -32.5 

Ravenna  AAP  -33.2 

Twin  Cities  AAP  -41.4 

Louisiana  AAP  -41.7 

Holston  AAP  -47.5 

Rocky  Mountain  Arsenal  -53.4 

Rlverbank  AAP  -56.1 

Underhill  Firing  Range  -63.1 

Joliet  AAP  -75.4 

Badger  AAP  -82.6 

Volunteer  AAP  -94.5 

Frankford  Arsenal 
Alabama  Army  Depot 
Scranton  AAP 
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DARCOM 


Installation  Real  Property  Inventory  (CSF)/ 
Effective  Population 
(1979) 


Installation  Percent  Deviation 

Real  Property  Inventory  (GSF) 
/Effective  Population 
(1975-1979) 


Badger  AAP  69.37 

Ravenna  AAP  31.88 

Sunflower  AAP  17.32 

Savanna  Army  Depot  13.64 

Volunteer  AAP  13.33 

Rocky  Mountain  Arsenal  11.23 

Joliet  AAP  10.17 

Tooele  Army  Depot  9.44 

Louisiana  AAP  9.06 

Iowa  AAP  8.79 

Lexington-Blue  Grass  8.13 

Riverbank  AAP  7.02 

Indiana  AAP  6.83 

Newport  AAP  6.56 

Twin  Cities  AAP  6.35 

Milan  AAP  6. 27 

Underhill  Firing  Range  6.13 

Anniston  Army  Depot  5.09 

Sharpe  Army  Depot  4.78 

Jefferson  Proving  Ground  4.59 

Lone  Star  AAP  4.59 

Pine  Bluff  Arsenal  4.53 

Lake  City  AAP  4.40 

Sierra  Army  Depot  4.27 

Longhorn  AAP  4.25 

St.  Louis  Area  Support  Center  3.96 

Radford  AAP  3.94 

Seneca  Army  Depot  3.74 

Holston  AAP  3.63 

Letterkenny  Array  Depot  3.43 

Red  River  Army  Depot  3.37 

Kansas  AAP  3.29 

Sacramento  Array  Depot  2.93 

Army  Materials  &  Mechanics  2.85 

Research  Center 

Michigan  Army  Missile  Plant  2.60 

Cornhusker  AAP  2.46 

Watervliet  Arsenal  2.46 

Tobyhanna  Army  Depot  2.34 

New  Cumberland  Army  Depot  2.15 

Rock  Island  Arsenal  1.98 

Harry  Diamond  Lab  1.94 

Picatinny  Arsenal  1.62 

Natick  Research  &  1.30 

Development  Center 

Dugway  Proving  Ground  1.16 

Yuma  Proving  Ground  0.92 

White  Sands  Missile  Range  0.91 

Redstone  Arsenal  0.79 

Fort  Monmouth  0.76 

Aberdeen  Proving  Ground  0.67 

Detroit  Arsenal  0.63 

Selfridge  Area  Support  Center  0.09 

Scranton  AAP 
Alabama  Army  Depot 
Frankford  Arsenal 


Underhill  Firing  Range 

152.5 

Badger  AAP 

134.0 

Rocky  Mountain  Arsenal 

118.5 

Volunteer  AAP 

116.5 

Lexington-Blue  Grass 

110.7 

Savanna  Army  Depot 

102.0 

Indiana  AAP 

86.1 

Longhorn  AAP 

82.1 

Harry  Diamond  Lab 

66.4 

Iowa  AAP 

66.4 

Jefferson  Proving  Ground 

65.8 

Radford  AAP 

64.0 

Riverbank  AAP 

62.0 

Watervliet  Arsenal 

32.9 

Lake  City  AAP 

32.0 

Joliet  AAP 

31.9 

Louisiana  AAP 

30.9 

Yuma  Proving  Ground 

24.7 

Lone  Star  AAP 

20.1 

St.  Louis  Area  Support  Center 

20.1 

Dugway  Proving  Ground 

17.4 

Ravenna  AAP 

16.1 

Sharpe  Army  Depot 

13.9 

Red  River  Army  Depot 

11.4 

Twin  Cities  AAP 

6.3 

Redstone  Arsenal 

4.8 

Tooele  Army  Depot 

3.7 

Sacramento  Army  Depot 

3.6 

Letterkenny  Army  Depot 

3.1 

Natrick  Research  & 

2.3 

Development  Center 

Milan  AAP 

1.09 

Michigan  Army  Missile  Plant 

0.5 

Holston  AAP 

-0.04 

Rock  Island  Arsenal 

-0.1 

Fort  Monmouth 

-1.3 

Anniston  Army  Depot 

-1.4 

Picatinny  Arsenal 

-4.1 

Army  Materials  &  Mechanics 

-6.7 

Research  Center 

Sierra  Army  Depot 

-9.4 

Tobyhanna  Army  Depot 

-14.6 

Aberdeen  Proving  Ground 

-14.8 

Detroit  Arsenal 

-21.2 

New  Cumberland  Army  Depot 

-22.6 

Pine  Bluff  Arsenal 

-23.8 

Seneca  Army  Depot 

-24.0 

White  Sands  Missile  Range 

-26.5 

Newport  AAP 

-35.0 

Cornhusker  AAP 

-39.9 

Kansas  AAP 

-45.4 

Sunflower  AAP 

-60.3 

Selfridge  Area  Support  Center 

-71.8 

Scranton  AAP 

- 

Alabama  Army  Depot 

- 

Frankford  Arsenal 

- 
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DARCOM 


Installation  Electricity 

Consumption/ 

Installation 

Percent  Deviation 

Ton  of  Air  Conditioning 

Electricity  Consumption, 

(1979) 

Ton 

of  Air  Conditioning 
(1975-1979) 

Holston  AAP 

3,975.5 

Harry  Diamond  Lab 

56.0 

Riverbank  AAP 

1,086.0 

Tooele  Army  Depot 

17.4 

Underhill  Firing  Range 

871.2 

Seneca  Army  Depot 

16.3 

Sunflower  AAP 

575.9 

Sierra  Army  Depot 

12.0 

Sierra  Army  Depot 

475.6 

Cornhusker  AAP 

7.3 

Watervliet  Arsenal 

417.9 

Army  Materials  &  Mechanics 

4.1 

Cornhusker  AAP 

407.  7 

Research  Center 

Tooele  Army  Depot 

351.0 

Watervliet  Arsenal 

3.5 

Seneca  Army  Depot 

319.9 

Underhill  Firing  Range 

3.3 

New  Cumberland  Army  Depot 

290.5 

Longhorn  AAP 

2.5 

Tobyhanna  Army  Depot 

258.2 

Tobyhanna  Army  Depot 

1.0 

Dugway  Proving  Ground 

242.5 

Letterkenny  Army  Depot 

0.9 

Sacramento  Army  Depot 

229.2 

Natick  Research  & 

-8.2 

Volunteer  AAP 

223.2 

Development  Center 

-8.2 

Letterkenny  Army  Depot 

214.3 

Louisiana  AAP 

Anniston  Army  Depot 

210.8 

Self ridge  Area  Support  Center  -1U.U 

Badger  AAP 

2C6.0 

Anniston  Army  Depot 

-14.1 

Sharpe  Army  Depot 

205.2 

Picatinny  Arsenal 

-19.1 

Selfridge  Area  Support  Center 

204.0 

Aberdeen  Proving  Ground 

-24.1 

Picatinny  Arsenal 

176.7 

New  Cumberland  Army  Depot 

-24.3 

Louisiana  AAP 

170.8 

Redstone  Arsenal 

-25.3 

Radford  AAP 

169.8 

Jefferson  Proving  Ground 

-25.8 

Newport  AAP 

168.5 

Radford  AAP 

-28.4 

Red  River  Army  Depot 

168.4 

Fort  Monmouth 

-28.5 

Michigan  Army  Missile  Plant 

154.4 

Rock  Island  Arsenal 

-28.9 

Lexington-Blue  Grass 

151.2 

Michigan  Army  Missile  Plant 

-29.8 

Milan  AAP 

150.9 

Kansas  AAP 

-31.0 

Natick  Research  6 

149.0 

Holston  AAP 

-32.4 

Development  Center 

Sharpe  Army  Depot 

-33.6 

Lake  City  AAP 

143.8 

White  Sands  Missile  Range 

-35.6 

Rock  Island  Arsenal 

129.2 

Newport  AAP 

-40.4 

Indiana  AAP 

126.3 

Savanna  Army  Depot 

-41.7 

Redstone  Arsenal 

119.4 

Yuma  Proving  Ground 

-42.6 

Fort  Monmouth 

102.6 

Indiana  AAP 

-42.9 

Army  Materials  4  Mechanics 

99.4 

St.  Louis  Area  Support  Ctr. 

-43.2 

Research  Center 

Red  River  Army  Depot 

-43.8 

Detroit  Arsenal 

91.4 

Sacramento  Army  Depot 

-44 . 1 

St.  Louis  Area  Support  Ctr. 

90.9 

Lake  City  AAP 

-48.9 

Savanna  Army  Depot 

88.5 

Dugway  Proving  Ground 

-50.6 

Kansas  AAP 

81.2 

Lexington-Blue  Grass 

-51.2 

Pine  Bluff  Arsenal 

80.6 

Lone  Star  AAP 

-55.3 

Harry  Diamond  Lab 

64.1 

Detroit  Arsenal 

-57.1 

Longhorn  AAP 

63.6 

Pine  Bluff  Arsenal 

-57.7 

Yuma  Proving  Ground 

54.4 

Badger  AAP 

-65. 7 

White  Sands  Missile  Range 

52.9 

Volunteer  AAP 

-66 . 7 

Aberdeen  Proving  Ground 

48.6 

Riverbank  AAP 

-86 . 7 

Jefferson  Proving  Ground 

45.1 

Iowa  AAP 

-91.3 

1 owa  AAP 

40.5 

Rocky  Mountain  Arsenal 

- 

Lone  Star  AAP 

38.8 

Frankford  Arsenal 

- 

Rocky  Mountain  Arsenal 

- 

Alabama  Army  Depot 

- 

Frankford  Arsenal 

- 

Scranton  AAP 

- 

Alabama  Army  Depot 

- 

Ravenna  AAP 

- 

Scranton  AAP 

- 

Joliet  AAP 

- 

Ravenna  AAP 

- 

Twin  Cities  AAP 

- 

Joliet  AAP 

- 

Sunflower  AAP 

- 

Twin  Cities 

- 

Milan  AAP 

- 
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DARCOM 


Installation  Electricity  Consumption/ 
Resident  Population 
(1979) 


Installation  Percent  Deviation 

Electricity  Consumption/ 
Resident  Population 
(1975-1979) 


Anniston  Army  Depot 

32,738.9 

Sacramento  Army  Depot 

8,269.3 

Lake  City  AAP 

7,763.0 

Twin  Cities  AAP 

6,049.2 

Iowa  AAP 

5,065.3 

Louisiana  AAP 

4,987.5 

Rocky  Mountain  Arsenal 

4,474.8 

Radford  AAP 

4,319.7 

Army  Materials  &  Mechanics 

3,400.6 

Research  Center 

Letterkenny  Army  Depot 

2,862.5 

Lexington-Blue  Grass 

2,368.8 

Watervliet  Arsenal 

1,868.9 

Rock  Island  Arsenal 

1,762.3 

Red  River  Army  Depot 

1,641.6 

Milan  AAP 

1,440.6 

New  Cumberland  Army  Depot 

1,124.5 

Tooele  Army  Depot 

1,057.7 

Jefferson  Proving  Ground 

966.9 

Tobyhanna  Army  Depot 

875.8 

Indiana  AAP 

864 . 7 

Sharpe  Army  Depot 

769.6 

Joliet  AAP 

742.4 

Pine  Bluff  Arsenal 

607.7 

Ravenna  AAP 

580.5 

Picatinny  Arsenal 

500.1 

Redstone  Arsenal 

473.6 

Cornhusker  AAP 

448.5 

Savanna  Army  Depot 

424.4 

Natick  Research  & 

400.3 

Development  Center 

White  Sands  Missile  Range 

284.9 

Yuma  Proving  Ground 

262.5 

Aberdeen  Proving  Ground 

176.2 

St.  Louis  Area  Support  Ctr. 

167.7 

Seneca  Army  Depot 

158.0 

Dugway  Proving  Ground 

147.2 

Sierra  Army  Depot 

112.1 

Fort  Monmouth 

108.2 

Selfridge  Area  Support  Center 

2.4 

Scranton  AAP 

— 

Alabama  Army  Depot 

- 

Frankford  Arsenal 

” 

Badger  AAP 

— 

Volunteer  AAP 

Holston  AAP 

Detroit  Arsenal 

Harry  Diamond  Lab 

Kansas  AAP 

“ 

Sunflower  AAP 

Underhill  Firing  Range 

Riverbank  AAP 

Michigan  Army  Missile  Plant 

Lone  Star  AAP 

“ 

Longhorn  AAP 

- 

Newport  AAP 

~ 
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Louisiana  AAP 

151.6 

Savanna  Army  Depot 

134.2 

Rocky  Mountain  Arsenal 

118.2 

Iowa  AAP 

103.5 

Yuma  Proving  Ground 

54 . 6 

New  Cumberland  Army  Depot 

48.9 

Jefferson  Proving  Ground 

48.4 

Watervliet  Arsenal 

40.4 

Anniston  Army  Depot 

38.7 

Letterkenny  Army  Depot 

27.2 

White  Sands  Missile  Range 

27.2 

Dugway  Proving  Ground 

18.1 

Aberdeen  Proving  Ground 

16.2 

Sierra  Army  Depot 

16.2 

Cornhusker  AAP 

15.2 

Pine  Bluff  Arsenal 

10.1 

Lake  City  AAP 

7.6 

Rock  Island  Arsenal 

7.3 

Radford  AAP 

5.6 

Picatinny  Arsenal 

4.5 

Sharpe  Army  Depot 

0.  3 

Natick  Research  6 

-2.1 

Development  Ctr. 

Redstone  Arsenal 

-5.0 

Seneca  Army  Depot 

-10.3 

Milan  AAP 

-11.0 

Sacramento  Army  Depot 

-11.1 

Fort  Monmouth 

-11.8 

St.  Louis  Area  Support  Ctr. 

-11.9 

Indiana  AAP 

-20.3 

Ravenna  AAP 

-23.1 

Red  River  Army  Depot 

-28.7 

Lexington-Blue  Grass 

-30.2 

Tooele  Army  Depot 

-45.2 

Army  Materials  &  Mechanics 

-45.9 

Research  Center 

Tobyhanna  Army  Depot 

-51.4 

Twin  Cities  AAP 

-54.3 

Self ridge  Area  Support  Ctr. 

-74.9 

Joliet  AAP 

-77.4 

Newport  AAP 

- 

Longhorn  AAP 

— 

Lone  Star  AAP 

- 

Michigan  Army  Missile  Plant 

- 

Riverbank  AAP 

- 

Underhill  Firing  Range 

- 

Sunflower  AAP 

- 

Kansas  AAP 

- 

Scranton  AAP 

- 

Harry  Diamond  Lab 

- 

Alabama  Army  Depot 

- 

Detroit  Arsenal 

- 

Holston  AAP 

- 

Frankford  Arsenal 

- 

Volunteer  AAP 

- 

Badger  AAP 

** 
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DARCOM 


Installation  Energy  Consumption/ 

Effective  Population 
(1979) 


Holston  AAP 

5,490.2 

Badger  AAP 

4,865.6 

Radford  AAP 

4,087.1 

Iowa  AAP 

2,784.7 

Longhorn  AAP 

2,229.2 

Newport  AAP 

1,978.1 

Joliet  AAP 

1,616.9 

Lake  City  AAP 

1,545.8 

Sunflower  AAP 

1,496.6 

Rocky  Mountain  Arsenal 

1,346.6 

River bank  AAP 

1,298.2 

Lone  Star  AAP 

1,251.5 

Twin  Cities  AAP 

1,198.0 

Harry  Diamond  Lab 

1,085.5 

Volunteer  AAP 

1,083.8 

Watervliet  Arsenal 

1,067.7 

Louisiana  AAP 

1,013.9 

Michigan  Army  Missile  Plant 

931.9 

Army  Materials  &  Mechanics 

843.4 

Research  Center 

Picatinny  Arsenal 

745.3 

Milan  AAP 

738.1 

Kansas  AAP 

718.7 

Savanna  Army  Depot 

717.1 

Detroit  Arsenal 

698.1 

Ravenna  AAP 

627.5 

Pine  Bluff  Arsenal 

615.9 

Lexington-Blue  Grass 

604.3 

Tooele  Army  Depot 

575.6 

Underhill  Firing  Range 

571.3 

Indiana  AAP 

555.5 

Anniston  Amy  Depot 

538.9 

Tobyhanna  Amy  Depot 

509.0 

Letterkenny  Army  Depot 

478.8 

Rock  Island  Arsenal 

471.7 

Red  River  Army  Depot 

464.8 

Jefferson  Proving  Ground 

460.3 

Cornhusker  AAP 

451.1 

Redstone  Arsenal 

404.5 

Sacramento  Army  Depot 

392.1 

Natick  Research  & 

375.6 

Development  Center 

New  Cumberland  Amy  Depot 

339.4 

St.  Louis  Area  Support  Center 

301.3 

Seneca  Army  Depot 

253.0 

Dugway  Proving  Ground 

251.2 

White  Sands  Missile  Range 

248.7 

Yuma  Proving  Ground 

225.7 

Aberdeen  Proving  Ground 

210.4 

Sharpe  Army  Depot 

196.7 

Sierra  Amy  Depot 

182.7 

Fort  Monmouth 

180.1 

Self ridge  Area  Support  Center 

5.7 

Scranton  AAP 

- 

Alabama  Amy  Depot 

- 

Frankford  Arsenal 

- 

Installation  Percent  Deviation 

Energy  Consumption/ 
Effective  Population 


(1975-1979) 

Harry  Diamond  Lab 

166.0 

Savanna  Amy  Depot 

93.1 

Longhorn  AAP 

92.1 

Watervliet  Arsenal 

68.3 

Lexington-Blue  Grass 

52.5 

Iowa  AAP 

51.2 

Milan  AAP 

41.2 

Lake  City  AAP 

39.2 

Indiana  AAP 

37.3 

Detroit  Arsenal 

36.6 

Yuma  Proving  Ground 

29.3 

Jefferson  Proving  Ground 

16.8 

Radford  AAP 

12.9 

Sunflower  AAP 

11.0 

Sharpe  Amy  Depot 

10.8 

Dugway  Proving  Ground 

3.7 

Michigan  Army  Missile  Plant 

2.2 

Rocky  Mountain  Arsenal 

1.8 

Sacramento  Amy  Depot 

-0.3 

Amy  Materials  &  Mechanics 

-0.5 

Research  Center 

Letterkenny  Amy  Depot 

-0.9 

Natick  Research  6 

-1.0 

Development  Center 

Rock  Island  Arsenal 

-2.1 

Anniston  Amy  Depot 

-4.4 

Picatinny  Arsenal 

-5.0 

Fort  Monmouth 

-5.5 

Newport  AAP 

-5.6 

St.  Louis  Area  Support  Center 

-6.0 

Underhill  Firing  Range 

-6.7 

Red  River  Amy  Depot 

-10.2 

Redstone  Arsenal 

-10.9 

Lone  Star  AAP 

-13.4 

Sierra  Amy  Depot 

-13.7 

Seneca  Amy  Depot 

-16.3 

Cornhusker  AAP 

-17.4 

Aberdeen  Proving  Ground 

-18.8 

Tobyhanna  Amy  Depot 

-21 .8 

Ravenna  AAP 

-22.5 

White  Sands  Missile  Range 

-23.1 

Louisiana  AAP 

-23.7 

New  Cumberland  Amy  Depot 

-24.8 

Tooele  Amy  Depot 

-25.0 

Kansas  AAP 

-25.2 

Riverbank  AAP 

-28.9 

Pine  Bluff  Arsenal 

-36.9 

Twin  Cities  AAP 

-37.7 

Holston  AAP 

-47.5 

Badger  AAP 

-59.4 

Joliet  AAP 

-67.6 

Selfridge  Area  Support  Center 

-70.9 

Volunteer  AAP 

-88.1 

Scranton  AAP 

- 

Alabama  Amy  Depot 

- 

Frankford  Arsenal 

- 
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DARCOM 


Installation  Energy  Consumption/ 

Ponulation  Served 

Installation 

Percent  Deviation 
Energy  Consumption/ 

(1979) 

Holston  AAP 

1,829.2 

Harry  Diamond  Lab 

Population  Served 
(1975-1979) 

165.9 

Badger  AAP 

1,613.2 

Longhorn  AAP 

91.9 

Radford  AAP 

1,421.2 

Watervliet  Arsenal 

77.1 

Iowa  AAP 

990.7 

Lexington-Blue  Grass 

59.7 

Joliet  AAP 

906.5 

Indiana  AAP 

52.8 

Longhorn  AAP 

742.3 

Savanna  Army  Depot 

50.2 

Newport  AAP 

656.7 

Milan  AAP 

46.3 

Lake  City  AAP 

539.4 

Lake  City  AAP 

40.8 

Sunflower  AAP 

497.4 

Iowa  AAP 

36.7 

Rocky  Mountain  Arsenal 

490.2 

Radford  AAP 

13.7 

Watervliet  Arsenal 

443.6 

Sharpe  Army  Depot 

12.8 

Riverbank  AAP 

432.7 

Jefferson  Proving  Ground 

12.6 

Twin  Cities  AAP 

422.0 

St.  Louis  Area  Support  Ctr. 

7.1 

Lone  Star  AAP 

417.2 

Natick  Research  & 

4.1 

Volunteer  AAP 

363.0 

Development  Ctr. 

Louisiana  AAP 

362.5 

Army  Materials  &  Mechanics 

2.6 

Harry  Diamond  Lab 

361.8 

Research  Center 

Michigan  Army  Missile  Pit. 

310.6 

Michigan  Army  Missile  Plant 

2.2 

Savanna  Army  Depot 

308.1 

Yuma  Proving  Ground 

2.0 

Ravenna  AAP 

303.1 

Picatinny  Arsenal 

1.0 

Army  Materials  &  Mechanics 

302.1 

Detroit  Arsenal 

0.1 

Research  Center 

Sacramento  Army  Depot 

0 

Picatinny  Arsenal 

296.2 

Letterkenny  Army  Depot 

-1.0 

Milan  AAP 

275.2 

Rock  Island  Arsenal 

-2.4 

Pine  Bluff  Arsenal 

248.2 

Fort  Monmouth 

-3.9 

Kansas  AAP 

239.8 

Anniston  Army  Depot 

-4.6 

St.  Louis  Area  Support  Ctr. 

236.3 

Newport  AAP 

-5.8 

Detroit  Arsenal 

232.7 

Sunflower  AAP 

-6.5 

Indiana  AAP 

230.7 

Underhill  Firing  Range 

-6.7 

Tooele  Army  Depot 

222.6 

Seneca  Army  Depot 

-9.0 

Lexington-Blue  Grass 

219.9 

Red  River  Army  Depot 

-10.3 

Cornhusker  AAP 

207.4 

Rocky  Mountain  Arsenal 

-11.4 

Redstone  Arsenal 

203.0 

Redstone  Arsenal 

-11.5 

Tobyhanna  Army  Depot 

192.0 

Dugway  Proving  Ground 

-12.7 

Underhill  Firing  Range 

190.4 

Lone  Star  AAP 

-13.4 

Natick  Research  & 

185.5 

Sierra  Army  Depot 

-14.1 

De  'elopment  Ctr. 

Ravenna  AAP 

-16.8 

Anniston  Army  Depot 

180.7 

Tobyhanna  Army  Depot 

-16.8 

Dugway  Proving  Ground 

179.9 

Tooele  Army  Depot 

-21.6 

Jefferson  Proving  Ground 

177.9 

Kansas  AAP 

-25.1 

Seneca  Army  Depot 

172.9 

Cornhusker  AAP 

-25.4 

Red  River  Army  Depot 

170.4 

Aberdeen  Proving  Ground 

-28.1 

Letterkenny  Army  Depot 

170.0 

Louisiana  AAP 

-28.7 

Rock  Island  Arsenal 

166.1 

Riverbank  AAP 

-28.8 

Yuma  Proving  Ground 

160.8 

Aberdeen  Proving  Ground 

-32.7 

White  Sands  Missile  Range 

139.9 

Twin  Cities  AAP 

-37.2 

Sierra  Army  Depot 

136.4 

Pine  Bluff  Arsenal 

-41.8 

Sacramento  Army  Depot 

133.3 

White  Sands  Missile  Range 

-42.6 

New  Cumberland  Army  Depot 

125.8 

Holston  AAP 

-47.5 

Fort  Monmouth 

110.2 

Joliet  AAP 

-56.6 

Aberdeen  Proving  Ground 

100.5 

Badger  AAP 

-59.6 

Sharpe  Army  Depot 

74.9 

Selfridge  Area  Support  Ctr. 

-71.1 

Selfridge  Area  Support  Ctr. 

5.6 

Volunteer  AAP 

-88.1 

Scranton  AAP 

- 

Scranton  AAP 

- 

Alabama  Army  Depot 

- 

Alabama  Army  Depot 

- 

Frankford  Arsenal 

- 

Frankford  Arsenal 

- 
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FORSCOM 

Installation  Percent  Deviation 

Electricity  Consumption/ 
Gross  Square  Foot 
(1975-1979) 


Fort  Meade 

269,227 

Fort  Riley 

51.0 

Fort  Bragg 

130,931 

Fort  Polk 

44.8 

Fort  Campbell 

124,082 

Fort  Meade 

34.0 

Yakima  Firing  Center 

121,093 

Fort  Devens 

25.4 

Fort  Sam  Houston 

120,609 

Vancouver  Barracks 

23.1 

Fort  Stewart 

119,123 

Fort  Indiantown  Gap 

20.9 

Fort  Hood 

104,493 

Fort  Stewart 

20.1 

1’ort  Riley 

101,702 

Yakima  Firing  Center 

19.2 

Fort  Polk 

97,256 

Fort  Campbell 

17.9 

Oakdale  Support  Center 

96,700 

Presidio  of  San  Francisco 

15.6 

Presidio  of  San  Francisco 

89,312 

Fort  McPherson 

6.6 

Fort  Lawton 

69,527 

Fort  Sheridan 

5.6 

Fort  Carson 

69,321 

Fort  Ord 

4.9 

Fort  Ord 

69,295 

Fort  Bragg 

3.9 

Fort  Sheridan 

68,530 

Fort  Sam  Houston 

2.6 

Fort  Lewis 

68,309 

Oakdale  Support  Center 

-9.8 

Fort  Devens 

62,104 

Fort  Carson 

-11.0 

Fort  Drum 

51,187 

Fort  Lawton 

-12.9 

Fort  McPherson 

44,782 

Fort  Hood 

-14.9 

Fort  Indian town  Gap 

35,939 

Fort  McCoy 

-17.8 

Fort  Greely 

26,128 

Fort  Lewis 

-19.2 

Vancouver  Barracks 

21,907 

Fort  Richardson 

-20.0 

Fort  McCoy 

19,232 

Fort  Greely 

-43.7 

For.t  Richardson 

6,377 

Fort  Drum 

-55.9 

Fort  Wainwright 

394 

Fort  Wainwright 

-85.6 

Installation  Electricity  Consumption/ 

Gross  Square  Foot 
(1979) 


FORSCOM 


Installation  Thermal  Energy  Consumption/ 

Gross  Square  Foot 
(1979) 


Installation  Percent  Deviation 

Thermal  Energy  Consumpt./ 
Gross  Square  Foot 
(1975-1979) 


Fort  Wainwright 

287,724 

Presidio  of  San  Francisco 

20.4 

Fort  Greely 

248,555 

Fort  McPherson 

11.0 

Fort  Richardson 

188,892 

Fort  Devens 

9.1 

Oakdale  Support  Center 

157,776 

Fort  Stewart 

1.7 

Fort  Carson 

128,739 

Fort  Sheridan 

-3.3 

Fort  Dev e ns 

126,090 

Fort  Ord 

-3.3 

Fort  Sheridan 

121,832 

Oakdale  Support  Center 

-5.9 

Fort  Bragg 

120,860 

Fort  Riley 

-8.0 

Yakima  Firing  Center 

116,34  7 

Fort  Indiantown  Gap 

-9.8 

Presidio  of  San  Francisco 

113,670 

Fort  Greely 

-10.0 

Fort  Riley 

110,178 

Fort  Lewis 

-12.3 

Fort  Campbell 

110,035 

Fort  Campbell 

-14.5 

Fort  Meade 

104,699 

Fort  Sam  Houston 

-18.0 

Fort  Lewis 

102,464 

Fort  Bragg 

-18.3 

Fort  Ord 

91,857 

Fort  Meade 

-18.5 

Fort  Hood 

82,102 

Yakima  Firing  Center 

-20.4 

Fort  Drum 

73,660 

Fort  Hood 

-21.5 

Fort  Stewart 

73,011 

Fort  Richardson 

-24.4 

Fort  Polk 

59,608 

Fort  Carson 

-25.8 

Fort  Sam  Houston 

54,187 

Fort  Wainwright 

-27.6 

Fort  Indiantown  Gap 

47,640 

Fort  Polk 

-35.8 

Fort  McPherson 

41,337 

Fort  McCoy 

-41.8 

Fort  McCoy 

40,868 

Vancouver  Barracks 

-43.4 

Vancouver  Barracks 

35,743 

Fort  Drum 

-43.7 

Fort  Lawton 

25,716 

Fort  Lawton 

-59.0 
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FORSCOM 


Installation 

Energy  Consumption/ 

Installation 

Percent  Deviation 

Gross  Square  Foot 

Energy  Consumption/ 

(1979) 

Gross  Square  Foot 

(1975-1979) 

Fort  Meade 

373,926 

Presidio  of  San  Francisco 

18.3 

Fort  Wainwright 

288,118 

Fort  Devens 

14.0 

Fort  Greely 

274,683 

Fort  Meade 

13.5 

Oakdale  Support  Center 

254,476 

Fort  Riley 

13.3 

Fort  Bragg 

251,792 

Fort  Stewart 

12.4 

Yakima  Firing  Center 

237,440 

Fort  McPherson 

8.7 

Fort  Campbell 

234,117 

Fort  Indiantown  Gap 

1.2 

Fort  Riley 

211,880 

Fort  Campbell 

0.1 

IPresidio  of  San  Francisco  202  ,982 

Fort  Ord 

0 

Fort  Carson 

198,062 

Fort  Sheridan 

-0.3 

Fort  Richardson 

195,269 

Fort  Polk 

-1.9 

Fort  Stewart 

192,135 

Yakima  Firing  Center 

-4.2 

Fort  Sheridan 

190,363 

Fort  Sam  Houston 

-4.8 

Fort  Devens 

188,194 

Oakdale  Support  Center 

-7.4 

Fort  Hood 

186,596 

Fort  Bragg 

-8.1 

Fort  Sam  Houston 

174,796 

Fort  Creely 

-14.8 

Fa>rt  Lewis 

170,773 

Fort  Lewis 

-15.2 

Fort  Ord 

161,152 

Fort  Hood 

-17.9 

Fort  Polk 

156,864 

Fort  Carson 

-21.2 

Fort  Drum 

124,848 

Fort  Richardson 

-24.3 

Fort  Lawton 

95,243 

Fort  Wainwright 

-28.0 

Fort  McPherson 

86,120 

Vancouver  Barracks 

-28.7 

Fort  Indiantown  Gap 

83,579 

Fort  Lawton 

-33.2 

Fort  McCoy 

60,100 

Fort  McCoy 

-35.8 

Vancouver  Barracks 

57,650 

Fort  Drum 

-49.4 
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—  SPiAfjg.-.: 


Installation  Real  Property  Inventory  (CSF)/ 
Effective  Population 
(1979) 


Installation  Percent  Deviation 

Real  Property  Inventory  (l 
Effective  Population 
(1975-1979) 


Vancouver  Barracks 

7.39 

Fort  McCoy 

3.65 

Fort  McPherson 

3.08 

Fort  Indiantown  Gap 

2.42 

Fort  Lawton 

2.  33 

Yakima  Firing  Center 

1.59 

Fort  Sheridan 

1.29 

Oakdale  Support  Center 

1.16 

Fort  Drum 

1.09 

Presidio  of  San  Francisco 

0.90 

Fort  Wainwright 

0.82 

Fort  Greely 

0.81 

Fort  Lewis 

0.  78 

Fort  Polk 

0.72 

Fort  Riley 

0.71 

Fort  Ord 

0.64 

Fort  Devens 

0.64 

Fort  Richardson 

0.63 

fort  Bragg 

0.62 

Fort  Sam  Houston 

0.61 

Fort  Carson 

0.55 

Fort  Campbell 

0.48 

Fort  Hood 

0.46 

Fort  Stewart 

0.44 

Fort  Meade 

0.41 

Fort  Sheridan 

117.3 

Fort  Drum 

86.6 

Fort  Polk 

71.6 

Fort  McCoy 

67.2 

Fort  Indiantown  Cap 

50.9 

Fort  Lewis 

40.3 

Fort  Lawton 

36.6 

Fort  Carson 

30.  3 

Fort  McPherson 

24.3 

Fort  Riley 

22.6 

Fort  Hood 

17.3 

Fort  Ord 

11.3 

Fort  Campbell 

10.3 

Fort  Bragg 

9.0 

Fort  Stewart 

4.0 

Presidio  of  San  Francisco 

-1.4 

Oakdale  Support  Center 

-2.7 

Fort  Meade 

-4 . 4 

Fort  Wainwright 

-11.4 

Fort  Greely 

-12.3 

Fort  Devens 

-17.1 

Fort  Richardson 

-18.5 

Vancouver  Barracks 

-20.9 

Fort  Sam  Houston 

-26.8 

Yakima  Firing  Center 

-46.4 

Table  29 


FORSCOM 

Installation  Electricity  Consumption/  Installation  Percent  Deviation 

Ton  of  Air  Conditioning  Electricity  Consumption/ 

(1979)  Ton  of  Air  Conditioning 

(1975-1979) 


Fort  Lewis 

1,084.3 

Fort  Indiantown  Gap 

25.5 

Fort  Lawton 

929.7 

Fort  McPherson 

5.5 

Fort  Ord 

775.1 

Fort  Riley 

4.2 

Fort  Drum 

640.3 

Fort  Stewart 

3.7 

Fort  Meade 

313.8 

Presidio  of  San  Francisco 

-3.3 

Fort  Indiantown 

Cap 

224.4 

Fort  Lawton 

-7.5 

Fort  Devens 

216.2 

Oakdale  Support  Center 

-11.9 

Presidio  of  San 

Francisco 

214.9 

Fort  Polk 

-13.2 

Fort  Richardson 

200.1 

Fort  Meade 

-13.9 

Fort  McCoy 

198.4 

Fort  Bragg 

-14.1 

Fort  Carson 

169.2 

Fort  Sam  Houston 

-16.8 

Fort  Bragg 

141.6 

Fort  Ord 

-18.5 

Fort  Sheridan 

125.8 

Fort  Devens 

-24.0 

Oakdale  Support 

Center 

120.2 

Fort  Hood 

-25.0 

Fort  Riley 

118.7 

Fort  Carson 

-25.5 

Fort  Campbell 

104.7 

Fort  Drum 

-25.9 

Fort  McPherson 

95.9 

Fort  Richardson 

-30.7 

Fort  Stewart 

81.1 

Fort  Sheridan 

-34.4 

Fort  Sam  Houston 

79.0 

Fort  Campbell 

-49.1 

Fort  Hood 

72.6 

Fort  Wainwright 

-61.6 

Fort  Polk 

58.8 

Fort  McCoy 

-68.1 

Fort  Wainwright 

20.2 

Fort  Lewis 

-73.2 

Fort  Greely 

- 

Fort  Greely 

- 

Vancouver  Barracks 

- 

Vancouver  Barracks 

- 

Yakima  Firing  Center 

- 

Yakima  Firing  Center 

- 

Table  30 


Installation 


FORSCOM 

Electricity  Consumption/ 
Resident  Population 
(1979) 


Percent  Deviation 

Installation  Electricity  Consumption/ 
Resident  Population 
(1975-1979) 


*-> 

u 

o 

bu 

McPherson 

469.3 

Fort 

Sheridan 

167.6 

lYakima  Firing  Center 

314.8 

Fort 

Polk 

157.7 

(Oakdale  Support  Center 

204.4 

Fort 

Indiantown 

Gap 

125.7 

iFort 

Lawton 

168.2 

Fort 

Riley 

86.8 

[Vancouver  Barracks 

167.6 

Fort 

McCoy 

59.8 

Fort 

Meade 

166.7 

Fort 

Meade 

44.5 

Fort 

Indian town  Gap 

142 . 6 

Fort 

Lewis 

35.8 

Fort 

Sheridan 

134.3 

Fort 

Stewart 

31.7 

Fort 

McCoy 

104.4 

Fort 

Campbell 

29.0 

iPresidio  of  San  Francisco 

101.3 

Fort 

McPherson 

28.8 

Fort 

Sam  Houston 

97.6 

Fort 

Ord 

22.2 

Fort 

Bragg 

87.5 

Fort 

Lawton 

19.3 

Fort 

Polk. 

82.2 

Fort 

Devens 

15.9 

Fort 

Riley 

81.9 

Fort 

Bragg 

13.9 

Fort 

Drum 

69.9 

Fort 

Carson 

8.7 

Fort 

Lewis 

66.5 

Presidio  of  San 

Francisco 

8.3 

Fort 

Stewart 

65.1 

Fort 

Hood 

-0.5 

Fort 

Campbell 

62.9 

Yakima  Firing  Center 

-8.5 

Fort 

Hood 

58.0 

Fort 

Drum 

-8.9 

Fort 

Carson 

53.2 

Oakdale  Support 

Center 

-23.7 

Fort 

Ord 

49.7 

Fort 

Richardson 

-27.4 

Fort 

Devens 

47.7 

Fort 

Sam  Houston 

-29.7 

Fort 

Greely 

24.8 

Vancouver  Barracks 

-34.3 

Fort 

Richardson 

5.0 

Fort 

Greely 

-45.1 

iJ 

u 

o 

Wainwright 

0.4 

Fort  Wainwright 

-86.1 
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FORSCOM 

Installation  Percent  Deviation 

Energy  Consumption/ 
Effective  Population 
(1975-1979) 


Vancouver  Barracks 

426.  3 

Fort  Sheridan 

116.8 

Yakima  Firing  Center 

377.5 

Fort  Polk 

68.2 

Oakdale  Support 

Center 

294.0 

Fort  Indiantown  Gap 

52.7 

Fort 

McPherson 

265.3 

Fort  Riley 

38.9 

Fort 

Sheridan 

245.1 

Fort  McPherson 

35.1 

Fort 

Wainwright 

235.4 

Fort  Lewis 

19.0 

Fort 

Lawton 

221.8 

Fort  Stewart 

16.9 

Fort 

Greely 

221.6 

Presidio  of  San  Francisco 

16.6 

Fort 

McCoy 

219.3 

Fort  Ord 

11.4 

Fort 

Indiantown 

Gap 

202.5 

Fort  Campbell 

10.4 

Presidio  of  San 

Francisco 

183.2 

Fort  Meade 

8.5 

Fort 

Bragg 

155.1 

Fort  McCoy 

7.4 

Fort 

Meade 

151.9 

Fort  Carson 

2.7 

Fort 

RUey 

150.2 

Fort  Bragg 

0.2 

Fort 

Drum 

135.8 

Fort  Hood 

-3.7 

Fort 

Lewis 

133.9 

Fort  Drum 

-5.6 

Fort 

Richardson 

122.2 

Fort  Devens 

-5.6 

Fort 

Devens 

121.2 

Fort  Lawton 

-8.6 

Fort 

Polk 

112.4 

Oakdale  Support  Center 

-10.0 

Fort 

Campbell 

112.1 

Fort  Greely 

-25.3 

Fort 

Carson 

109.6 

Fort  Sam  Houston 

-30.3 

Fort 

Sam  Houston 

107.1 

Fort  Wainwright 

-36.2 

Fort 

Ord 

102.4 

Fort  Richardson 

-38.3 

Fort 

Hood 

86.1 

Vancouver  Barracks 

-43.6 

Fort 

Stewart 

85.3 

Yakima  Firing  Center 

-48.6 

Table  32 


Installation  Energy  Consumption/ 

Effective  Population 
(1979) 


FORSCOM 


Installat ion 

Energy  Consumption/ 

Instal 1 ation 

Percent  Deviation 
Energy  Consumption/ 

Population  Served 
(1979) 

Population  Served 
(1975-1979) 

Vancouver  Barracks 

399.5 

Fort  Sheridan 

88.7 

Yakima  Firing  Center 

212.4 

Fort  Polk 

60.0 

Fort 

Lawton 

206.5 

Fort  Riley 

37.2 

Fort 

Wainwright 

189.5 

Fort  McPherson 

36.0 

Fort 

Oreely 

170.3 

Fort  Indiantown  Cap 

27.8 

1  Oakdale  Support 

Center 

154.3 

Presidio  of  San  Francisco 

23.2 

Fort 

Sheridan 

145.4 

Fort  Campbell 

11.8 

Fore 

Bragg 

134.1 

Fort  Stewart 

9.5 

Fort 

McCoy 

132.4 

Fort  Carson 

8.7 

Presidio  of»San 

Francisco 

130.2 

Fort  Ord 

3.9 

Fort 

Riley 

121.0 

Fort  Bragg 

-0.5 

Fort 

Indiantown 

Cap 

113.8 

Fort  Meade 

-2.4 

Fort 

McPherson 

110.0 

Oakdale  Support  Center 

-3.1 

Fort 

Campbell 

100.7 

Fort  Hood 

-3.2 

Fort 

Drum 

96.4 

Fort  McCoy 

-6.8 

Fort 

Lewis 

96.4 

Fort  Lewis 

-8.3 

Fort 

Devens 

91.4 

Fort  Lawton 

-8.7 

Fort 

Meade 

90.0 

Vancouver  Barracks 

-9.7 

Fort 

Richardson 

87.1 

Fort  Drum 

-17.0 

Fort 

Polk 

86.1 

Fort  Devens 

-19.5 

Fort 

Ord 

83.4 

Fort  Sam  Houston 

-25.8 

Fort 

Sam  Houston 

72.1 

Fort  Creely 

-36.1 

Fort 

Carson 

70.4 

Fort  Wainwright 

-44.3 

Fort 

Hood 

64.4 

Fort  Richardson 

-46.4 

Fort 

Stewart 

62.0 

Yakima  Firing  Center 

-63.8 

Table  33 


MAJOR  COMMAND,  FIFTY  UNITED  STATES 
AND  ABMY-WIDE  DATA 


In  this  section  are  presented  summary  data  in  the  form  of  tables  and  graphs  for 
each  Major  Command,  the  fifty  United  States,  and  Army-Wide.  The  tables  include 
all  data  elements  for  FY  1975  to  FY  1979,  except  for  Army-wide  population  data 
and  Real  Property  Inventory  categories  for  each  Major  Command  and  the  United  States. 
The  graphs  depict  percentage  deviations  from  the  base  year  for  such  data  elements 
as:  Total  Energy  Consumption,  Thermal  Energy  Consumption,  Electrical  Energy 
Consumption,  Active  Real  Property  Inventory,  BTU/GSF,  Installed  Air  Conditioning 
Capacity,  and  Effective  Population. 
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77  Family  Housing  ECIP  Improvements  -  $183,305  -  Completed  (estimated)  October  1978 


Completed  (estimated)  June  1978 
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No  Report  received  for  FY76  so  data  appearing  for  FY76  is  estimated 
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Ft  Polk  was  transfered  from  TRADOC  to  FORSCOM  as  of  FY76. 
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Housing  ECIP  Improvements  -  $278,724  -  Completed  (estimated)  October  1978 
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Reported  as  a  FORSCOM  Installation  In  FY75.  Transfered  to  TRADOC  as  a  sub- Installation  of  Ft  Dlx  as  of  FY77  but  Is  reported  separately. 
As  a  result  of  the  transfer,  no  report  was  submitted  for  FY76  so  the  above  data  for  FV76  Is  estimated  for  comparlso-  purposes. 
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Monitoring  and  Control  System  -  $204,000  -  Completed  (estimated)  December 
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77  Family  Housing  ECIp  Improvements  -  $20,867  -  Completed  (estimated)  October  1978 


FY  76  ECIP  -  Lighting  Improvements  -  $341,359  -  Completed  February  1977 
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DISTRIBUTION  LIST 


US  Military  Academy 
ATTN:  Dept  of  Mechanics 
West  Point,  NY  10996 

US  Mil itary  Academy 
ATTN:  Library 
West  Point,  NY  10996 

HQDA  (DALO-TSF-F) 

WASH  DC  20314 

HQDA  (DAEN-ASI-L)  (2) 
WASH  DC  20314 

HQDA  (DAEN-MPO-B) 

WASH  DC  20314 

HQDA  (DAEN-MPR-A) 

WASH  DC  20314 

HQDA  (DAEN-MPO-U) 

WASH  DC  20314 

HQDA  (DAEN-MPZ-A) 

WASH  DC  20314 

HQDA  (DAEN-MPZ-E) 

WASH  DC  20314 

HQDA  (DAEN-MPZ-G ) 

WASH  DC  20314 

HQDA  (DAEN-RDM ) 

WASH  DC  20314 

HQDA  (DAEN-RDL) 

WASH  DC  20314 

Director,  USA-WES 
ATTN:  Library 
P.0.  Box  631 
Vicksburg,  MS  39181 

Commander,  TRADOC 
Office  of  the  Engineer 
ATTN:  ATEN 
Ft.  Monroe,  VA  23651 


Commander,  TRADOC 
Office  of  the  Engineer 
ATTN:  ATEN-FE-U 
Ft  Monroe,  VA  23651 

AF  Civil  Engr  Center/XRL 
Tyndall  AFB,  FL  32401 

Naval  Facilities  Engr  Command 
ATTN:  Code  04 
200  Stovall  St. 

Alexandria,  VA  22332 

Defense  Documentation  Center 
ATTN:  TCA  (12) 

Cameron  Station 
Alexandria,  VA  22314 

Commander  and  Director 
USA  Cold  Regions  Research  Engineering 
Laboratory 
Hanover,  NH  03755 

FORSCOM 
ATTN:  AFEN 

Ft  McPherson,  GA  30330 
FORSCOM 

ATTN:  AFEN-FE 
Ft  McPherson,  GA  30330 

Officer-in-Charge 
Civil  Engineering  Laboratory 
Naval  Construction  Battalion  Center 
ATTN:  Library  (Code  L08A) 

Port  Hueneme,  CA  93043 

Commander  and  Director 
USA  Construction  Engineering 
Research  Laboratory 
P.0.  Box  4005 
Champaign,  IL  61820 

Commanding  General,  3d  USA 

ATTN:  Engineer 

Ft.  McPherson,  GA  30330 
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Commanding  General,  5th  USA 

ATTN:  Engineer 

Ft  Sam  Houston,  TX  78234 


AFCE  Center 

Tyndall  AFB,  FL  32403 

Commander,  DARCOM 
Director,  Installation 
and  Services 
5001  Eisenhower  Ave. 

Alexandria,  VA  22333 

Commander,  DARCOM 

ATTN:  Chief,  Engineering  Div. 

5001  Eisenhower  Ave 
Alexandria,  VA  22333 

Air  Force  Weapons  Lab/AFWL/DE 
Chief,  Civil  Engineering 
Research  Division 
Kirtland  AFB,  NM  87117 

Strategic  Air  Command 
ATTN:  DSC/CE  (DEEE) 

Offutt  AFB,  NE  68112 

Headquarters  USAF 

Directorate  of  Civil  Engineering 

AF/PREES 

Bolling  AFB,  Washington,  DC  20333 

Strategic  Air  Command 
Engineering 
ATTN:  Ed  Morgan 
Offutt  AFB,  NE  68113 

USAF  Institute  of  Technology 
AFIT/DED 

Wright  Patterson  AFB,  OH  45433 

Air  Force  Weapons  Lab 
Technical  Library  (DOUL) 

Kirtland  AFB,  FL  87117 


Chief,  Naval  Facilities 
Engineer  Command 
ATTN:  Chief  Engineer 
Department  of  the  Navy 
Washington,  DC  20350 

Commander 

Naval  Facilities  Engineering  Cmd 
200  Stovall  St 
Alexandria,  VA  22332 

Commander 

Naval  Facilities  Engr  Cmd 
Western  Division 
Box  727 

San  Bruno,  CA  94066 

Civil  Engineering  Center 
ATTN:  Moreell  Library 
Port  Hueneme,  CA  93043 

Commandant  of  the  Marine  Corps 
HQ,  US  Marine  Corps 
Washington,  DC  20380 

National  Bureau  of  Standards  (4) 
Materials  &  Composites  Section 
Center  for  Building  Technology 
Washington,  DC  20234 

Assistant  Chief  of  Engineer 
fon  IE  668,  Pentagon 
Washington,  DC  20310 

The  Army  Library  (ANRAL-R) 

ATTN:  Army  Studies  Section 
.Room  1A  518,  The  Pentagon 
Washington,  DC  20310 

Commander-in-Chief 

USA,  Europe 

ATTN:  AEAEN 

APO  New  York,  NY  09403 
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Commander 

USA  Foreign  Science  and 
Technology  Center 
220  8th  St.  N.E. 
Charlottesville,  VA  22901 

Commander 

USA  Science  &  Technology 
Information  Team,  Europe 
APO  New  York,  NY  09710 

Commander 

USA  Science  &  Technology 
Center  -  Far  East  Office 
APO  San  Francisco,  CA  96328 

Commanding  General 

USA  Engineer  Command,  Europe 

APO  New  York,  NY  09403 

Deputy  Chief  of  Staff 
for  Logistics 
US  Army,  The  Pentagon 
Washington,  DC  20310 

Commander,  TRAD0C 
Office  of  the  Engineer 
ATTN:  Chief,  Facilities 
Engineering  Oi vis  ion 
Ft  Monroe,  VA  23651 

Commanding  General 
USA  Forces  Command 
Office  of  the  Engineer 
(AFEN-FES) 

Ft  McPherson,  GA  30330 

Commanding  General 
USA  Forces  Command 
ATTN:  Chief,  Facilities 
Engineering  Division 
Ft  McPherson,  GA  30330 


Commander 

USA  Support  Command,  Hawaii 
Fort  Shatter,  HI  96858 

Commander 

Eighth  US  Army 

APO  San  Francisco  96301 

Commander 

US  Army  Facility  Engineer 
Activity  -  Korea 
APO  San  Francisco  96301 

Commander 
US  Army,  Japan 

APO  San  Francisco,  CA  96343 

Facilities  Engineer 

Fort  Belvoir 

Fort  Belvoir,  VA  22060 

Facilities  Engineer 

Fort  Benning 

Fort  Benning,  GA  31905 

Facilities  Engineer 
Fort  Bliss 

Fort  Bliss,  TX  79916 

Facilities  Engineer 

Carl  is!  e  Barracks 

Carlisle  Barracks,  PA  17013 

Facilities  Engineer 

Fort  Chaffee 

Fort  Chaffee,  AR  72902 

Facilities  Engineer 
Fort  Dix 

Fort  Dix,  NJ  08640 

Facilities  Engineer 
Fort  Eustis 

Fort  Eustis,  VA  23604 
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Commanding  General,  1st  USA 

ATTN:  Engineer 

Ft  George  G.  Meade,  MD  20755 
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Facilities  Engineer 
Fort  Gordon 

Fort  Gordon,  GA  30905 

Facilities  Engineer 

Fort  Hami 1  ton 

Fort  Hamilton,  NY  11252 

Facilities  Engineer 

Fort  A  P  Hill 

Bowling  Green,  VA  22427 

Facilities  Engineer 

Fort  Jackson 

Fort  Jackson,  SC  29207 

Facilities  Engineer 
Fort  Knox 

Fort  Knox,  KY  40121 

Facilities  Engineer 
Fort  Lee 

Fort  Lee,  VA  23801 

Facilities  Engineer 

Fort  McCl el lan 

Fort  McClellan,  AL  36201 

Facilities  Engineer 

Fort  Monroe 

Fort  Monroe,  VA  23651 

Facilities  Engineer 

Presidio  of  Monterey 

Presidio  of  Monterey,  CA  93940 

Facilities  Engineer 
Fort  Pickett 
Blackstone,  VA  23824 

Facilities  Engineer 
Fort  Rucker 

Fort  Rucker,  AL  36362 

Facilities  Engineer 
Fort  Sill 

Fort  Sill,  OK  73503 


Facilities  Engineer 
Fort  Story 

Fort  Story,  VA  23459 

Facilities  Engineer 
Kansas  Army  Ammunition  Plant 
Independence,  M0  64056 

Facilities  Engineer 

Lone  Star  Army  Ammunition  Plant 

Texarkana,  TX  75501 

Facilities  Engineer 
Picatinny  Arsenal 
Dover,  NJ  07801 

Facilities  Engineer 
Louisiana  Army  Ammunition  Plant 
Fort  MacArthur,  CA  90731 

Facilities  Engineer 
Milan  Army  Ammunition  Plant 
Warren,  MI  48089 

Facilities  Engineer 
Pine  B1 uff  Arsenal 
Pine  Bluff,  AR  71601 

Facilities  Engineer 
Radford  Army  Ammunition  Plant 
Radford,  VA  24141 

Facilities  Engineer 
Rock  Island  Arsenal 
Rock  Island,  IL  61201 

Facilities  Engineer 
Rocky  Mountain  Arsenal 
Denver,  CO  80340 

Facilities  Engineer 
Scranton  Army  Ammunition  Plant 
156  Cedar  Avenue 
Scranton,  PA  18503 

Facilities  Engineer 
Tobyhanna  Army  Depot 
Tobyhanna,  PA  18466 


Facilities  Engineer 
Tooele  Army  Depot 
Tooele,  UT  84074 

Facilities  Engineer 
Arlington  Hall  Station 
400  Arl i ngton  Bl  vd 
Arlington,  VA  22212 

Facilities  Engineer 
Cameron  Station,  Bldg  17 
501 0  Duke  Street 
Alexandria,  VA  22314 

Facilities  Engineer 

Sunny  Point  Military  Ocean  Terminal 

Southport,  NC  28461 

Facilities  Engineer 
US  Mil itary  Academy 
West  Point  Reservation 
West  Point,  NY  10996 

Facilities  Engineer 

Fort  Ritchie 

Fort  Ritchie,  MD  21719 

Facilities  Engineer 
Army  Materials  &  Mechanics 
Research  Center 
Watertown,  MA  02172 

Facilities  Engineer 
Ballistics  Missile  Advanced 
Technology  Center 
P.0.  Box  1  500 
Huntsville,  AL  35807 

Facilities  Engineer 
Fort  Wainwright 
1 7 2d  Infantry  Brigade 
Fort  Wainwright,  AK  99703 

Facilities  Engineer 
Fort  Greely 
17 2d  Infantry  Brigade 
Fort  Richardson,  AK  99505 


Facilities  Engineer 
Tarheel  Army  Missile  Plant 
204  Granham-Ho pedal e  Rd 
Burlington,  NC  2721  5 

Facilities  Engineer 
Harry  Diamond  Laboratories 
2800  Powder  Mill  Rd 
Adel  phi,  MD  20783 

Facilities  Engineer 
Fort  Missoula 
Missoula,  MT  59801 

Facilities  Engineer 
New  Cumberland  Army  Depot 
New  Cumberland,  PA  1  7070 

Facilities  Engineer 
Oakland  Army  Base 
Oakland,  CA  94626 

Facilities  Engineer 
Vint  Hill  Farms  Station 
Warrentown,  VA  22186 

Facilities  Engineer 

Twin  Cities  Army  Ammunition  Plant 

New  Brighton,  MM  55112 

Facilities  Engineer 
Volunteer  Army  Ammunition  Plant 
Chattagooga,  TN  37401 

Facilities  Engineer 
Watervliet  Arsenal 
Watervliet,  NY  12189 

Facilities  Engineer 
St  Louis  Area  Support  Center 
Granite  City,  IL  62040 

Facilities  Engineer 

Fort  Monmouth 

Fort  Monmouth,  NJ  07703 

Facilities  Engineer 
Redstone  Arsenal 
Redstone  Arsenal,  AL  35809 


Facilities  Engineer 
Detroit  Arsenal 
Warren,  MI  48039 

Facilities  Engineer 

Aberdeen  Proving  Ground 

Aberdeen  Proving  Ground,  MD  21005 

Facilities  Engineer 
Jefferson  Proving  Ground 
Madison,  IN  47250 

Facilities  Engineer 
Dugway  Proving  Ground 
Dugway,  <JT  84022 

Facilities  Engineer 
Fort  McCoy 
Sparta,  WI  54656 

Facilities  Engineer 

White  Sands  Missile  Range 

White  Sands  Missile  Range,  NM  830G2 

Facilities  Engineer 
Yuma  Proving  Ground 
Yuma,  AZ  85364 

Facilities  Engineer 
Natick  Research  &  Dev  Ctr 
Kansas  St. 

Natick,  MA  01760 

Facilities  Engineer 
Fort  Bragg 

Fort  Bragg,  NC  28307 

Facilities  Engineer 

Fort  Campbel 1 

Fort  Campbel 1 ,  KY  42223 

Facilities  Engineer 
Fort  Carson 

Fort  Carson,  CO  80913 

Facilities  Engineer 
Fort  Drum 

Watertown,  NY  13601 
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Facilities  Engineer 
Fort  Hood 

Fort  Hood,  TX  76544 

Facilities  Engineer 
Fort  India ntown  Gap 
Annville,  PA  17003 

Facilities  Engineer 
Fort  Lewis 

Fort  Lewis,  WA  98433 

Facilities  Engineer 

Fort  MacArthur 

Fort  MacArthur,  CA  90731 

Facilities  Engineer 

Fort  McPherson 

Fort  McPherson,  GA  30330 

Facilities  Engineer 

Fort  George  G.  Meade 

Fort  George  G.  Meacie,  MD  20755 

Facilities  Engineer 
Fort  Pol  k 

Fort  Polk,  LA  71459 

Facilities  Engineer 
Fort  Ril  ey 

Fort  Riley,  KS  66^42 

Facilities  Engineer 

Fort  Stewart 

Fort  Stewart,  GA  31312 

Facilities  Engineer 
Indiana  Army  Ammunition  Plant 
Charlestown,  IN  47111 

Facilities  Engineer 
Joliet  Army  Ammunition  Plant 
Joliet,  IL  60436 

Facilities  Engineer 
Anniston  Army  Depot 
Anniston,  AL  36201 
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Facilities  Engineer 
Corpus  Christi  Army  Depot 
Corpus  Christi,  TX  7841  9 

Facilities  Engineer 
Red  River  Army  Depot 
Texarkana,  TX  7  5501 

Facilities  Engineer 
Sacramento  Army  Depot 
Sacramento,  CA  9581  3 

Facilities  Engineer 
Sharpe  Army  Depot 
Lathrop,  CA  95330 

Facilities  Engineer 
Seneca  Army  Depot 
Romulus,  NY  14541 

Facilities  Engineer 
Fort  Ord 

Fort  Ord,  CA  93941 

Facilities  Engineer 
Presidio  of  San  Francisco 
Presidio  of  San  Francisco,  CA  941 

Facilities  Engineer 

Fort  Sheridan 

Fort  Sheridan,  IL  60037 

Facilities  Engineer 
Holston  Army  Ammunition  Plant 
Kingsport,  TN  37662 

Facilities  Engineer 
Bal timore  Output 
Baltimore,  MD  21222 

Facilities  Engineer 

Bayonne  Military  Ocean  Terminal 

Bayonne,  NJ  07002 

Facilities  Engineer 

Bay  Area  Military  Ocean  Terminal 

Oakland,  CA  94626 


Facilities  Engineer 

Gul  f  Output 

New  Orleans,  LA  7  0146 

Facilities  Engineer 

Fort  Huachuca 

Fort  Huachuca,  AZ  86513 

Facilities  Engineer 
Letterkenny  Army  Depot 
Chambersburg,  PA  17201 

Facilities  Engineer 
Michigan  Army  Missile  Plant 
Warren,  MI  48089 

COL  E.C.  Lussier 
Fitzsimons  Army  Med  Center 
ATTN:  HSF-DFE 
Denver,  CO  80240 

US  Army  Engr  Dist,  New  York 
ATTN:  NANEN-E 
26  Federal  Plaza 
New  York,  MY  10007 

29  USA  Engr  Dist,  Baltimore 
ATTN:  Chief,  Engr  Div 
P.0.  Box  1715 
Baltimore,  MD  21203 

USA  Engr  Dist,  Charleston 
ATTN:  Chief,  Engr  Div 
P.0.  Box  919 
Charleston,  SC  29402 

USA  Engr  Dist,  Detroit 
P’.O.  Box  1027 
Detroit,  MI  48231 

USA  Engr  Dist,  Kansas  City 
ATTN:  Chief,  Engr  Div 
700  Federal  Office  Bldg 
601  E.  12th  St 
Kansas  City,  MO  64106 
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USA  Engr  Dist,  Omaha 
ATTN:  Chief,  Engr  Div 
7410  USOP  and  Courthouse 
215  N.  17th  St 
Omaha,  NE  68102 

USA  Engr  Dist,  Fort  Worth 
ATTN:  Chief,  SWFED-D 
P.O.  Box  17300 
Fort  Worth,  TX  7 61  02 

USA  Engr  Dist,  Sacramento 
ATTN:  Chief,  SPKED-D 
650  Capitol  Mall 
Sacramento,  CA  95814 

USA  Engr  Dist,  Far  East 
AT  'N:  Chief,  Engr  Div 
/■  ?'  San  Francisco,  CA  96301 

USA  Engr  Dist,  Japan 

APO  San  Francisco,  CA  96343 

USA  Engr  Div,  Europe 

European  Div,  Corps  of  Engineers 

APO  New  York,  NY  097  57 

USA  Engr  Div,  North  Atlantic 
ATTN:  Chief,  NADEN-T 
90  Church  St 
New  York,  NY  1  0007 

USA  Engr  Div,  South  Atlantic 
ATTN:  Chief,  SAEN-TE 
51  0  Title  B1  dg 
30  Pryor  St,  SW 
Atlanta,  GA  30303 

USA  Engr  Dist,  Mobile 
ATTN:  Chief,  SAMEN-C 
P.O.  Box  2288 
Mobile,  A1  36601 

USA  Engr  Dist,  Louisville 
ATTN:  Chief,  Engr  Div 
P.O.  Box  59 
Louisville,  KY  40201 


USA  Engr  Div,  Norfolk 
ATTN:  Chief,  NAOEN-D 
803  Front  Street 
Norfolk,  V A  2351  0 

USA  Engr  Div,  Missouri  River 
ATTN:  Chief,  Engr  Div 
P.O.  Box  103  Downtown  Station 
Omaha,  NE  68101 

USA  Engr  Div,  South  Pacific 
ATTN:  Chief,  SPDED-TG 
630  Sansome  St,  Rm  1216 
San  Francisco,  CA  94111 

USA  Engr  Div,  Huntsville 
ATTN:  Chief,  HMD  ED- ME 
P.O.  Box  1600  West  Station 
Huntsville,  AL  35807 

USA  Engr  Div,  Ohio  River 
ATTN:  Chief,  Engr  Div 
P.O.  Box  1159 
Cincinnati,  Ohio  45201 

USA  Engr  Div,  North  Central 
ATTN:  Chief,  Engr  Div 
536  S.  Clark  St. 

Chicago,  IL  60605 

USA  Engr  Div,  Southwestern 
ATTN:  Chief,  SUDED-TM 
Main  Tower  Bldg,  1200  Main  St 
Dallas,  TX  75202 

USA  Engr  Dist,  Savannah 
ATTN:  Chief,  SASAS-L 
P'.O.  Box  889 
Savannah,  GA  31402 

Commander 

US  Army  Facilities  Engineering 
Support  Agency 
Support  Detachment  II 
Fort  Gil  1  em,  GA  30050 
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Commander 

US  Army  Facilities  Engr  Spt  Agency 

ATTN:  MAJ  Brisbine 

Support  Detachment  III 

P.0.  Box  6550 

Fort  Bliss,  Texas  7001  5 


NCOIC 

US  Army  Facilities  Engineering 
Support  Agency 
Support  Detachment  II 
ATTN:  FESA-II-JA 

Fort  Jackson,  South  Carolina  29207 


NCOIC 

US  Army  Facilities  Engr  Spt  Agency 
Support  Detachment  III 
ATTN:  FESA-III-SI 
P.0.  Box  3031 

Fort  Sill,  Oklahoma  73503 


NCOIC 

US  Army  Facilities  Engr  Spt  Agency 
Support  Detachment  III 
ATTN:  FESA-III-PR 
P.0.  Box  29704 

Presidio  of  San  Francisco,  CA  94129 
NCOIC 

US  Army  Facilities  Engr  Spt  Agency 
ATTN:  FESA-III-CA 
Post  Locator 

Fort  Carson,  Colorado  80913 


Commander/ CPT  Ryan 

US  Army  Facilities  Engr  Spt  Agency 

Support  Detachment  IV 

P.0.  Box  300 

Fort  Monmouth,  New  Jersey  07703 
NCOIC 

US  Army  Facilities  Engr  Spt  Agency 
ATTN:  FESA-IV-MU 
P.0.  Box  300 

Fort  Monmouth,  New  Jersey  07703 
NCOIC 

US  Army  Facilities  Engr  Spt  Agency 
Support  Detachment  IV 
ATTN:  FESA-IV-ST 
Stewart  Army  Subpost 
Newburgh,  New  York  1  2250 


NCOIC 

US  Army  Facilities  Engr  Spt  Agency 
Support  Detachment  II 
P.0.  Box  2207 

Fort  Benning,  Georgia  31905 
NCOIC 

US  Army  Facilities  Engr  Spt  Agency 
Support  Detachment  II 
ATTN:  FESA-II-KN 
Fort  Knox,  Kentucky  40121 

Naval  Facilities  Engineering  Cmd 
Energy  Programs  Branch,  Code  1023 
Hoffmann  Bldg.  2,  ,  Mr.  John  Hughes) 
Stovall  Street 
Alexandria,  VA  22332 

IJS  Army  Facilities  Engineering 
Support  Agency 
FE  Support  Detachment  I 
APO  New  York,  NY  09081 

Navy  Energy  Office 
ATTN:  W.R.  Mite hum 
Washington  DC  20350 

Da v i d  C .  Hall 

Energy  Projects  Officer 

Dept,  of  the  Air  Force 

Sacramento  Air  Logistics  Center  (AFLC) 

2852  ABG/DEE 

McClellan,  CA  95652 

USA  Engineer  District,  Chicago 
219  S.  Dearborn  Street 
ATTN:  District  Engineer 
Chicago,  IL  60604 


DIST  9 


Directorate  of  Facilities  Engineer 
Energy  Environmental  &  Self  Help  Center 
Fort  Campbell,  KY  42223 

Commander  and  Director 
Construction  Engineering  Research 
La  bora tory 
ATTN:  COL  Circeo 
P.0.  Box  4005 
Champaign,  IL  61820 

Mr.  Ray  Heller 
Engineering  Services  Branch 
DFAE,  Bldg.  1950 
Fort  Sill,  OK  73503 

HQ,  US  Military  Community  Activity, 

He i  1  bronn 

Director  of  Engineering  &  Housing 
ATTN:  Rodger  D.  Romans 
APO  New  York  09176 

Commanding  General 
HQ  USATC  and  Fort  Leonard  Wood 
ATTN:  Facility  Engineer 
Fort  Leonard  Wood,  MO  65473 

NCOIC 

535th  Engineer  Detachment,  Team  A 

ATTN:  SFC  Prenger 

P.0.  Box  224 

Fort  Knox,  KY  401212 

NCOIC 

535th  Engineer  Detachment,  Team  B 

ATTN:  SP6  Cat  hers 

P.0.  Box  300 

Fort  Monmouth,  NJ  07703 

NCOIC 

535th  Engineer  Detachment,  Team  C 

ATTN:  SFC  Jackson 

P.0.  Box  4301 

Fort  Eustis,  VA  23604 

NCOIC 

535th  Engineer  Detachment,  Team  D 
ATTN:  SFC  Hughes 
Stewart  Army  Subpost 
Nswburg,  New  York  1  2550 


Commander-in-Chief 
HQ,  USA  EUR 
ATTN:  AEAEN-EH-U 
APO  New  York  09403 

HQ  AFESC/RDVA 

Mr.  Hathaway 

Tyndall  AFB,  FL  32403 

Commander  and  Director 
Construction  Engineering  Research 
Laboratory 
ATTN:  Library 
P.0.  Box  4005 
Champaign,  IL  61820 

HQ,  5th  Signal  Corrmand 
Office  of  the  Engineer 
APO  New  York  09056 

SSG  Ruiz  Burgos  Andres 
D.F.E.,  HHC  HQ  Cmd  1 93d  Inf 
BDE 

Ft.  Clayton,  C/Z 

Energy/ Environmental  Office 
ATTN:  David  R.  Nichols 
USMCA-NBG  (DEH) 

APO  New  York  09696 

Commander 

535th  Engineer  Detachment 
P.0.  Box  300 

Fort  Monmouth,  New  Jersey 
Comma  nder 

Presidio  of  San  Francisco, 

Cal  ifornia 

ATTN:  AFZM-DI/Mr .  Prugh 
San  Francisco,  CA  94129 

Facilities  Engineer 
Corpus  Christi  Army  Depot 
ATTN:  Mr.  Joseph  Canpu/Stop  24 
Corpus  Christi,  TX  7841  9 

Walter  Reed  Army  Medical  Center 
ATTN:  HSWS-F/ James  Prince 
6825  16th  St.,  NW 

Washington,  DC  2001  2 
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Commanding  Officer 

Installations  and  Services  Activity 

ATTN:  DRCIS-RI-IB 

Rock  Isl and  Arsenal 

Rock  Island,  IL  61299 

Commanding  Officer 
Northern  Division  Naval 

Facilities  Engineering  Command 
Code  102  (Mr.  E.F.  HUMM) 

Naval  Base 

Philadelphia,  PA  19112 

Commander  US  Army  Facilities  Engineering 
Support  Agency 
Support  Detachment  I 
APO  New  York  0  9081 

HQ,  USA  Health  Services  Qnd 
Bldg  2792 
ATTN:  HSLO-F 

Fort  Sam  Houston,  TX  78234 
HQDA 

(DAEN-MPE-E) 

WASH  DC  20314 

Commanding  Officer 
Northern  Division  Naval 

Facilities  Engineering  COmmand 
Code  10 

Naval  Base,  Building  77 
Phil adel  phis ,  PA  19112 

Facilities  Engineer 

Fort  Leavenworth 

Fort  Leavenworth,  KS  66027 

Facilities  Engineer 

Fort  Benjamin  Harrison 

Fort  Benjamin  Harrison,  IN  46216 

Office  of  the  A&E 
ATTN:  MAJ  Johnson 
Camp  Ri  pi  ey 

Little  Falls,  MN  56345 


Commander 
US  Army  Garrison 
ATTN:  HSD-FE 
Fort  Detrick,  MD  21701 

AFESC/DEB 

ATTN:  Mr.  Fred  Season 
Tyndall  AFB,  FL  32403 

Mr.  David  White 
Defense  Audit  Service 
888  North  Sepulveda  Blvd. 
Suite  610 

El  Sequndo,  CA  90245 

Facilities  Engineer 
Bldg.  308 

Fort  Myer,  VA  22211 
NAVFAC 

ATTN:  John  Zekan 
Code  0833 
Hoffmann  Building 
200  Stovall  Street 
Alexandria,  VA  22332 
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